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Buy a Saw that is Guaranteed 


Here is your insurance policy. You can't Fy | 
lose i an Atkins E If it fails to give you satis- O 
faction—if you don't get your money's worth—take it back 
to your dealer and get your money back. That's fair, 
isn't ıt? Well, it's the way we do business. 


м Silver S 
Atkins 5 Saws 
Made of steel as fine as razor steel. Tempered in special gas 


ovens. No hard or soft spots. It's saw clean through, and 
the kind of a saw that you, as a lover of fine tools, should use. 


Made in skew or straight back, all lengths and in teeth from numbers 43 to 12. 
Go to your dealer’s. Ask for ATKINS Saws. 


Our name on the blade insures the genuine. 


Made under no other brand than ATKINS. 


Our Free Offer Send ten cents for postage and get a Free Nail Apron, 
SS a rer o ш a Carpenters, a Monthly Time 


Book, and maybe there will be something besides in the packet for you. 


E. C. ATKINS & СО. „< 
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[ ns: especially fitting to be 
v a Christmas Greeting t 
iders todav; for tomorrow 


iksgiving ; and certainly this 


nuch to be thank- 


creetings sent and 
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thankful hearts cer- 

гє thie he ST 
s we wish the 
t Christmas and New 


rint Health, Hope and 
nd, the disposition to work 
and to help the 
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W Il: have truly appreciated the 
loyalty and interest so many 
readers have shown this pub- 

We want 


publicly 
Your encouragement 


during this year 
e this occasion to 
them 
r suggestions have helped us 
a new high record this year 


building journals. Our own 


AMERICAN CARPENTER 


The Season's Greeting 


best previous records hav« 


been fai 
urpassed this vear. and the field 
has been completely distanced and 
left behind. 

Thanks to the ѕирро JI our 4 
ооо subscriber the r« 
builders in 1 3:500 |] 
and towns). the AMERICAN CAR 
fulh 
"World's 


Building Paper." Fou 


PENTER AND BUILDER h 

ustified its slogan of 

Greatest 

facts prove this: 

FIRST—Its Net Paid í 
ereater than any two other 
ing papers combined. 

SECOND—Its price for advertising 
is less per thousand of paid ci) 
culation than any other building 
paper. 

T'HIRD—It carries more advertis 
ing by over 60% than any othe) 
building paper. 

FOURTH —It receives more adver- 
tising from responsible advertis 


] 
WCHUIILO ` 


build 


AND BUILDER 


hese are points of intere 


readers as well as to ady 

ince thes issure thi 

most interesting buy * ou 1 
builders are in the market su 
plies, and also thev gu 
continuance of those spe ] 
editorial features whi ot 


ould not be an rde 


9. 
oje 


OR all of which we 
I thankful—and 


undertake for the 


encourage 

1916 a still 
more ambitious program of special 
features, articles, details and illus 


vear 


trations, which we believe will he 
extra valuable to our reader 
КУ 
ERRY Christmas and Happy 
New Year 
EDITOR, AMERICAN CARPENTER 
AND BUILDER 
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SPRING HINGES 
A SUGGESTION 


Do you specify a spring hinge with dis- 
tinctive features which will appeal to your 
client and assure satisfaction to all con- 
cerned? 


Chicago “Triplex” 
Spring Butts 
offer this advantage to you. 
The appearance, durability 
and finish of this article are 
unsurpassed, and in con- 
sideration of prices that 
are conservative in respect 
to value, the up-to-date 
builder cannot afford to 
risk his reputation forgoods 

that are unsatisfactory. 


Send for Catalogue C 32. Ie illustrates and describes 
the most complete line of Spring Hinges manufactured. 


Chicago Spring Butt Company, 


ВЕЛЕЖ. 
Е.В. i 
ota. 
/ 


TRADE 


CHICAGO NE, 


MARK 


NEW YORK 


А unida for Permanent Occ upancy. Charles E. Anderson, de- 
signer, W hite Plains, N The roof is covered with shingles 
dippe "d 10” in Cabot's € 'reosote Shingle Stains; the body is stained a 
rich brown with Cabot’s Creosote Stain.” 


You Can Pick Out 


the houses that have been stained with 


Cabot’s Creosote Shingle Stains 


The colors are so soft and rich and lasting that all other stains look 
cheap and tawdry in comparison. "hey go farther, last longer, 
preserve the wood better and are vastly more artistic—and every 
gallon is guaranteed Imitation stains smell of kerosene or benzine 
and are dangerously inflammable Cabot's Stains are the genuine 
Creosote, wood-preserving stains, and they make the wood less 
inflammable 


CABOT'S QUILT 
A scientific heat insulator and sound-deadener that makes houses 
warmer in winter and cooler in summer and deadens sound in floors 
and partitions. Not a mere felt or paper, but non-conducting mat 
that is about thirty times warmer than common papers 


You ¢ 9 Cabot's Stains d Qui t all over ihe countr Send for 
sampies and names Of nearest agen 


SAMUEL CABOT, Inc., Mfg. Chemists 


BOSTON, MASS. 


1133 Broadway, N. Y 24 W. Kinzie St., Chicago 


[Decembe 


BOMMER 


Floor Surface Spring Hinge 

For Double-Acting and Single-Acting Doors 

Release and Holdback Ball Bearing 
Alignment Device 


Every moving part of this hinge can be oiled fro 
a single hole on outside of side-plate. 


ЫШ 


A AL Аа АПАИ 


The most durable hinge of its type; holds the door 
open when swung to 90 degrees at either side. The 
spring-action can also be entirely released as long as de- 
sired so that the door will swing free, without spring-action, 
in either direction, by inserting a wire nail (when the door 
is open) into а hole provided in the side plates for that pur- 
pes. ^e spring-aetion can be restored by withdrawing 
the nail. 


Your Hardware Merchant Can Supply Them 
Bommer Bros., Manufacturers Brooklyn, N.Y. 


SONA 


What is the Value of 
Your REPUTATION? 


Your SUCCESS depends upon the permanence of vou 
work You can bank your reputation on the lasting qualities 
of work done over 


Хпо-Зигп 


О. 5. Registered Trade Mark 
Expanded Metal Lath 


Better let us give you details about the mesh of ‘‘Kno-Burn”’ 
and why it is the “certain” lath for plaster, stucco cr over 
coating work Ask for booklet 33 


North Western Expanded Metal Co. 


903 Old Colony Building Chicago, Ill. 
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Worth Much to You 


Morrill 


All master carpenters are using this Saw Set. In one oj 
tion it takes out the wrong set and puts in the right о 
Write for FREE booklet “Saw Points". It tells how to 
properly joint, set and file hand saws. 


CHAS. MORRILL 


94 Lafayette Street 
NEW YORK 
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Information Worth $1,000.00 Free 


GOLDEN OPPORTUNITIES TO BE HAD FOR THE ASKING 


ADI ne thousand dollars extra on that school house 
ract by using a new stvle material hoist which I 
1 small ad. in the AMERICAN CARPENTER 


interested at once and asked for particulars 
that’s only one of the manv good things | get 
tudyving carefully your advertising pages each 
ntractor friend trom down-the-state continued, 
nd small ads.—and write 


vhenever I run onto any- 


rtner says I have the ad-answering habit, and | 


he doesn’t complain, as it has put us in lin 
1 ( t ct that we neve! would have landed 
m -t ме referent le of building trade 
i g ring the ntir el 
1 ths espe |l ire the best im Wt 
st t st u I ew thing 
1 1 1 ! £g r that r« 11 
" 
sug ge 10115 t 


SUBSCRIPTION RATES 


One year, $2.00; six months, $1.00; payable always in advanee. 
Single Copies, 20 cents. Canadian Subscriptions, $2.50. Foreigs 
Subscriptions, $3.00. 


ADVERTISING RATES 


Furnished on application. Advertisements, to insure insertien, 
should reach our Chicago office not later than the 15th of tha 
month preceding date of publication. 


PROTECTION FOR OUR READERS 


The publishers of the American Carpenter and Builder will not 
knowingly accept advertising from any individual, firm or corp« 
ration that is misleading in any way They also reserve the 
rizht to edit advertsing copy and to echange or eliminate any 
statements that reflect or cast discredit upon any other building 
produets 


The American Carpenter and Builder Company will use every 
legitimate means to safeguard the interests of its readers and its 
advertisers It will use every effort to protect them from con 
cerns whose business methods are open to question. Where the 
slightest doubt exists write the publishers for complete informa- 
tion It may save money, time and worry 

In all cases in writing to advertisers iuquirers should say: 
“I saw your advertisement in the American Carpenter and 
Builder." 
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ind k ull he surprise l ti nd out ibout some ot them) 


also get just as well posted on all the fixtures, finish and 


special equipment required for completing a modern building 
as you are on the structural iterials. Remember that the 
owner looks 1 уоп as his expert adviser even where you 
don’t prepare the plans and specifications irself; and it 
makes a big hit with him to find that you are thoroly posted 
nd qualitied to advise him.) 

“The easiest way to get and keep familiar with all of the 
supply side of the building business is to watch the adver- 
ising pages of the AMERICAN C AI N AN BUTI You 
cet by far the biggest list there to choose fro il prac- 
tically all of the worth while propositions are featured th 

h month. 

Then when it comes t echanics’ tools and ilding n- 
ractors' equipment, there again I find we owe | our- 
elve » study the advertising pages closel New eas are 

ing worked up all the time, perfected | placed on the 
market; and why should I close my eyes to them when they 

ight be making me mor ind when І сат 11 it 
hem by merely spending a postage stamp 

[hese words from our contractor friend belie | 

ellent advice for others. Let us make full us f these 


\DING 


MON 


Winter Work 


after looking 


20 by 
the building, 
buy the rig, 


| Je re атс 


1 an 


Editor * 


too much rain, 
a long story short, I had to find a place indoors ; and 
about | building 
40 teet, 
with band saw, rip and cut-off. 


and borrowed the money to 


pretty 


1 
‚ there 


and have been 
time ( Jf cour: 
dav » that l ha 


but I take time by 


few of 


this plan: 


\ 1 O11 


AMERICAN 


Ik eol low 
Winter Work Edit 
à t & B is 
La winter w 1 
[ lull int in l n 
| | to nni 


> a man 


] Cati 11 OF 


Good Building Lots." 


found a 


with a saw rig equipped 
I rented 


ind went to work at 


busy most 


have been 


' to find something 
the forelock, and build 
that will S ll in the pri per 


the things 


of the 
lots ot 


to do: 


season 


that | 


Be { hive S. Dee 


war, and a few other things. 


once, 


| 


who 


Bean, 


CARPENTER 


R. F. 


had a 


the city 


‘I Made a Deal with a Man Who Owned Some 


Texas. 


To make 


Don't Be Afraid to Tackle a Small Job—It May Bring You a Big One Lite! 


[December 


AND BUILDER 


ractical su 


Pas suggestion > 
keeping t the Q 


MC coming In during 


= the Winter о 


=<) 


Prize Lerrer: Builds House on Speculation, Arranging to 
Pay for Lot and Materials when House is Sold 


ESTIMATES FURNISHED 


him f 


was to fur 


SULLIVAN 
CONTRACTOR AND BUILDER mn 


ITI казык STREETI 
KREOKUK, IOWA 


W hic h 


house, and 


and either sold ‹ 


got the house done. г g 
the property. 
Гһеп we went to a lumber dealer. plumbe 


man, tinner and electrician, and made simila 


ments. When all was ready, I went to wor 
excavating, built my forms, had my foundation 

and then started to build. I did not g 
finished last winter, but have worked on it only at 
when I had nothing else to do, and just today, 

it at a price so that I can buy a lot and build an 


house the same way this winter. Then next у 


Of course, 


and have more for myself 
if that will work her 


can sell that house 


Now, I don’t see why, 
won't work in other places. 
R. F. 


Contractor and Бийде: 


SULLIVAN 


Prize Lerrer: 1000 Shop Products That Sell 


Tom 
CB" 


Last winter everything seemed dull, on account of 


de sk 
chest ; 


frames, kitchen cabinets, medicine cabinets, 
tables of every description, cedar chests, pine 
ice chests, panel doors, glass panel doors, screen doors 


hay frames, buck rake teeth. mow 


window screens, 
and binder tongues, etc. 


[| 


More Winter Work 39 


now and then someone comes along who 
is house or barn repaired, or a room added, 
' course, that is what I am looking for. If you 
ill handy, the world is full of crippled chairs 
ther kinds of furniture which need repairing. 
fellows would not stoop to these little Jobs, be- 
hurts a fellow's pride a good deal to leave a 
b and go chasing after these little two-bit jobs; 
s is the way that I have passed my time during 
111 season. 
ve in a bid on a six-room bungalow, and there 
te a lot of work on it; but it all depends on the 
еһіпа the gun as to getting it going. 
we going to get along with any kind of work, 
ist have some knowledge of the work in hand, 
e it a point to learn all vou can about the trade, 


because sooner or later you will be called on to show 
that you really know what you are about. On the 
other hand, don't be afraid to tackle a small job just 
because you never did the trick before, for there is 
nothing like being game to try. Also, do not try to 
make folks think vou know it all, for sometime you 
will find yourself in a peck of fixes, as the little boy 
said 

jusiness and 


is, stick to | 


keep your eyes open for something better; for it's a 


\iter all, the main thing 


long lane that never turns. 
Hoping this may help some of the boys who really 


have to work at something all the time, | 


М. | 1 AYLOI 


Carpenter and Woodworker 


am one 


who has been there. 


prize LErreR: A Plan for Reaching Out Into Wider Territory 


HOW ONE BUILDER PROPOSES TO: INCREASE 


er Work Editor, “A. C. & B.": [ома 
ire located in а small town of about 400 souls; 


ailway junction, and a busy trading and shipping 


ı good farming community. 
vorh chiefly residences, barns, and other 
dings. We also do considerable concrete work 


me of the summer months we hire as many 
1 men, while through the winter months we 
lways stop working the gang altogether, and 

ble servant gets time to crack nuts for the 
vife whet 


the Ladies’ 


she bakes a birthday cake for Willie 

\id Social. 

ive a small woodworker and gas engine on 

nd it goes wherever we go. We have a con- 
ement mixer and a water supply tank that 

ith it. 


225 teet of 


We also have a block and tackle; one 
s-inch rope, and another with 5¢-inch 
With one of these we can raise most any kind 
wn. We also have jack screws and other tools 
ire indispensable in our business, and most im- 
of ali, an outfit of carpenter tools as vou sel 
in the backwoods. 

ral vears ago, I thought I could keep busy thru 
nter drawing plans, but Гуе had the corners 
ff since. First I could draw all plans for 
vork we did during our three-year existence in 
in a winter's time—and it is more than just a 
ull. In 1914 we erected fourteen residences, 
ill we worked up about eighteen carloads of 
that 
rs plan that far ahead. 


Few 
Many act on the 


luring season alone. owners or 


| a moment, and want you to have plans and 
eady 
n. So in winter time we must try to add 
procket to 
le faster in the good old summer time 


over night, and in the busiest time of 
our wheel so that we can speed 


n the winter we can write to the AMERICAN 


AND STEADY 
BOOKS IN NEARBY SMALL 


HIS BUSINESS BY 
TOWNS 


DISTRIBUTING BUILDING 


CARPENTER AND BUILDER and ask them what to do 
(we are not all so wise that we can give suggestions ), 
and of course, the AMERICAN CARPENTER AND BUILDER 


guesses that Sally Myers wants an easy chair and Dea- 


con Elkins’ plaster is coming loose and should be cov- 
ered with wallboard. It is a good thing that they can 


and we all know we are 


welcome to ask for information. 


guess, it gives us ideas, 


Pardon a Digression 

It gets my goat, tho, when some member asks how 
to cut the hood rafters for a barn and a definite ex- 
planation is given, and then about the fifth or sixth 
issue after, some other struggling member comes and 
asks the same question—and worst of all, claims he 
And the 
nerve of the fellow who is now working for himself 


has no trouble with hip and valley raíters. 


or is the whole cheese, to make public confession that 
he used to shirk on the job because the boss had a 
rusty spot on one side of his brains. I believe it is 
the duty of each and every man that draws wages to 
do his honest day's work, whether the boss is an angel 
or not. Contractors and bosses make mistakes, have 
feelings, catch a cold and have reasons for being a 
little grouchy sometimes just like other people; but 
that does not excuse the man working for him to stand 
around on his hind feet when the boss isn't around. 

I have worked for other men in my days, but it 
never entered my head to shirk my work when the 
boss did not seem to treat me right! if I had, I would 
consider myself the greatest loser. I would generally 
work till quitting time, and then get the boss out on 
the road and talk the matter over with him; but [ am 
glad to say that I had verv little trouble in that line. 
But let us get back on the track again. 

What for Winter Work? 
In the winter time when I am cracking nuts our 


bovs do odd jobs ; some put up fuel, others make furni- 
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ture for themselves, while some of the younger men 
hire out by the month. Of course, once in a while we 
get a screen job or some furniture to make, but we 
have plenty of time to listen to the Howling of the 
Wolf. In the springtime when we all get together 
again to see how many pounds each gained and how 
manv dollars each spent, we all feel like birds out of 


the cage and glad to get bus 
ri 1 contractor's point of view, I have always 


triven for the condition where I could turn out my 
wn millwork through the winter—but what good will 
the millwork do when vou have not enough work of 
such 2 nature to insure a reasonable profit: 

[ have finally decided to act upon a plan to bring 
about these conditions and altho it is vet a theory 
with me, I will give vou an outline with the hope that 


some one mav gain something 


Now for My Plan 

We have a morning train thru our town that runs 
thru about eight similar towns before dinner time after 
it leaves here. In the evening it is due here at 5:49 
(his gives us good service to all of these little towns. 
Upon investigating, we find that very few of these 
towns have contractors, and not all have a real car- 
penter сап» ; and also that a great many of the people 
ire in the habit of getting some relative carpenter from 
anywhere when the local carpenters cannot handle the 
work. Because these towns are on a branch railway 
the treigh: rates are somewhat higher on building 
material than to the towns on the trunk lines ; and con 
sequently the local vard does not sell all the building 

iterial 

l'herefore by getting lumber and other building ma- 
terials by the carload lots 

By drawing up definite plans and specifications 

bv cutting all dimension lumber to length—such as 
sills, joists, studding, rafters, and sizing dressing and 
selecting ©. S. Finish before shipping 

Dv getting out our own millwork—such as jambs, 
frames, baseboards, base blocks, angle blocks, window 
tooling, cap moulding, stair rail, balusters, cabinet 


work, screet s, et 


tandard for all material. rough or fin 


ү usin standard method of construction 
\nd train each man to specialize 
We should be able to obtain contracts in these towns, 
e work to some of the local men, and KEEP OUR 
BOYS BUSY ALL WINTER 


re Ci nted 1s the first important part tO 


A Give-Away Book of House and Barn Ideas Wanted 
“t i res t Wt want some mall plan 
1 lumber vard: but the 


] ] ] yf ] t 
SU, d id 1 ich printed matter tot 
1 
| 


А 1 } -— Î4 
with about el 


- 


We want a small bo 


[December 


bungalow plans and about as many two-story hot 
gambrel roof barns, and a few outbuildings and si 
concrete silo construction. Then, with some | 
reference, as to what we have done at home, we 5] 
have no trouble in establishing confidence in 
company. 

Then give us a chance to shake hands with the р 
and we will get acquainted. 

Yours for work the vear around. 


[Name and address withheld by request.— Epi 

NorE— This seems to be an excellent idea. Possi 
the AMERICAN CARPENTER AND BUILDER could get 
gether just such a book as уоп have in mind 
that could be distributed among prospective hi 
builders at a reasonable cost. At any rate, we 
ready and willing to help in any way we can, and will 
gladly co-operate with any of our enterprising readers 
to work this idea out. 

What do you other builders, who are situated as this 
Iowa friend is, think of this proposition ? 

EDITOR AMERICAN CARPENTER AND BUILDER 


Р 
PRIZE LETTER—Money Building Boats 
During Winter 
San Rafael, Ca! 
Winter Work Editor “А. C. & B.”: 
This is to be the experience of a friend, not nn 
as he would not write it up himself, but told mi 
about it so that I could 


My Friend Turned a Neighboring Barn Into 2 Boat-Bui 
shop.” 


Sad! 


More Winter Work 11 


ing the summer months he is extremely busy, but 
› busy to talk boats to every man he thinks would 

own one—and nearly every man does around 
has never yet found a man that 
"After 


" and such answers. 


ace. He says he 


d one at once. awhile," "next year,” 


[ make a sale 
kind of customers he is 


v that is exactly the 


ing for. He simply tells them how reasonably he 
l'hompson's, gives the size, fittings, etc. Just a 
ints and ideas for him to think about. In about 
or four weeks he makes it a point to see the man 
and casually mentions the subject once more 
ms that he built Soandso's last winter during ЕХ 
period when he had nothing else to do and there 
\bout a month later he 


And this time, if he 


gave him a special price. 
talks boat to the prospect. 
iny show at all, he gets down to brass. 


playing up big on the winter work idea he makes 
cided impression. He gets an idea about what size 
boat the man leans to, and then gives him an estimate 
onit. He knows well that most of them will sooner or 
later enquire of the regular boat builders what it would 
ind as he has their figures all slated, he knows a 

safe margin. For these boat builders are sure fliers 
it comes to prices. Out of four or five possible 
mers Joe always manages to get one or two boats 
They from 


uld everv winter. are small launches 


“to 30 feet long—and he has the use of a big barn on 
vacant property near his own home. So he works, 
r shine. 

ow Joe does not make any fortune out of this boat 

о business. But he does make from two to three 
s a day out of it. And I want to know 4f that is 
better than loafing around the house growling at 

e and kidlets. He tells me that last winter he 
three dollars a day for every day that he worked 


e old barn. Of course there was some good 


her and he did whatever jobs he had during that 
But about three months of these California win- 
a roof 


ou can't do carpenter work unless you have 


vou 


t after all, the point I want to bring out was this— 


or wall board, or weather stripping, or artscraft lamps 


or any one of forty other things. The idea is TO SEI 
IT. Don't wait for the 


You must be on the W atc] 


rains to begin and then look foi 
a wet weather job. iout for 


it during the summer. The earlier vou can pick it out 


the better. Once picked on, then you can keep it in 
view at all times and prepare for it in many 


Keep tab of the people who are likely to want it—make 


a list of them. Figure out just exactly what vou ат 
=з 3 
" 12 
к) чу 
x + M 
4; Ы 
" — 
^ es EN 
=: ЕЕЕ 
| 
Г ^ie 
os 
каст ae zi 
DRAWER 
15 “ 
OUTSIDE CASE 
Plant Stand Filing Case Drawer 
going to do and how. Then work on it all your spare 
time. In that way you will be prepared for it when 


it comes and can take right hold of it. 
Н. J. BLACKLIDGE. 
АА 


О 


Plant Stand, Filing Case and Footstool 
Winter Work Editor “A. C. & B.”: 


Am sending you sketches of articles I have 


Коте А Са. 
made, nearly 


all from scraps Any carpenter with a woodworker can 
knock out this class of work at a nice profit. I have tried 
it, and find it pays 

First, is a small stand for plants, or other uses. 


sn't have to be boats. It may be mission furniture, 34 by 1 by 19:4 inches, cross braces are ™% by 
E ? ES А + 
These are halved together, which сап be 
1 ] 1 1 1 
‘a a اا اا -- س س‎ -- — "ж... ‘ done with a dado head otherwise 
18 —y - — 12 =й 
I2" " ; РА and are placed 4 inches up from the ae 
PER ады ews E SS улда p aes 
еў | a. "PF "ЖУ неле Ron dod 
pa - B » 
эх F T ut as shown. and pla ed 1 inch down 
3 
m from the top of legs 
- E \nother illustration linge ca 
w] h was mad: trot yxes 
een used for shipping pur ч СУ 
irse the wood was in the roug! 
r beit planed and san 
€ pretty grain it was 
| 3 holds cards 3 by 5 inches. It is a good 
' | i MUERE 29 A са 
p" - ч 1” : à 
25 $i ا‎ a к= the housewt1le f fik ег ‹ ne re 
' i 1 TI dra » we mad эз 1 
Working Drawings of Nicely Wooden Foot Stool Thi wer wa 


Proportioned 


42 More Winter Work 


the outside case. Use a sash lift for drawer pull. 
Here also is a sketch of a foot-stool. I put three 34-inch 
inch apart to enable a person to 
them easily and stained them a dark mahogany and 
C. Н. FULLER 
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Specializes on Concrete Work 


ter Work Editor “A. C. & B.”: Petersburg, W. Va 
nclosed find $2.00 for my renewal and coupon for your 
236-page work, “Guaranteed Building Plans.” I notice a 
eat deal about how to keep busy for a few winter months. 
I nl nd a way to get all I have to do done in 
ew months before spring work opens up! \t this 
ү Ireadv half of a summer season work con- 
) 
ng point is concrete, but I do a great deal of car- 
e this past summer put down over a mile of 
ivement and I suppose fully a zen foundations for 
es, 6 or 8 cellar floors, som f them large ones, re- 
nit Is by the dozer esides tw nforced concrete 
| € ntry 
D1 in-Litle I ( i lot f Hetzel teel 
1 ements; and am proud of the equipment. 
[ don't think Have also built two houses 
1 rick, $3,000.00, and a $2.400.00 frame house. I also di 


e little business handling Beaver Board and of 


to put up most of it \ltogether, I am a busy 
M ( vishes t е A CARPENTER AND B 
I А. №. CLOW 
General Contracto: 
КА 


Ready for Winter Planing Mill Work 
Ayers Cliff, P. Q., Canada 
Vork Editor “A. C. & B." 

vriting 1 to tell you what I am going to do this 
winter to keep busy, and keep earning a few dollars. 
[ have put up a small shop at odd times this summer, but 
have not had time to put any doors or windows in it yet. 
| have installed a 12-H. P. gasoline engine, surface planer, 
mbination woodworking machine, and a mortiser, and shall 
jare time this winter in making up windows of stand- 
es with frames, and making mouldings, and have them 
for the following summer, as there is a great amount of 


uilding ne here every year; and all such work has to be 
el 1 jutside towns 

[ shall also do any mission or other furniture work that 
get to do I have to stop о‹ asionally for a day or 

V and make windows ат rames for some who are 

і rusting 1 ау be of use t some brother in the trade, 

rema C. Н. ROBINSON 

eje 


Money and Health in Sleeping Porches 


Saranac Lake, N. Y 


[Decembe 


many designs do you see with a sleeping-out pi 
every bed room? For instance, take design No. 6713 

45, September issue. You have a little sleeping-out p 

the back which is’ not convenient. It has m 

large enough to allow for a bed to be wheeled in a: 

by that I mean a 3-foot bed. There should be 
window doors, 4 feet in width. The sleeping-out т 

in the wrong place for the bed rooms, to begin with. It 

to me it would have been a great deal wiser had tl 
dormers been made into one, with flat roof, and ext 

to the porch plate with sliding porch sash in front an 

and on both ends to where they would strike the maii 

with a walled-in porch rail of 32 inches in heig 
windows sliding on same. Then walled straight аст { 
corner to corner, direct over first floor plan of front wall wit 
two sets of double doors so that single beds could hay 


wheeled in and out for sleeping-out purposes, which « d 


body should do that possibly can, both summer and wi 
I am no crank, but wish to give some good advice 
architects, and the carpenters and builders. I have bec 
arpenter at the Adirondack Cottage Sanitarium for 
seven years. This is the first and best tuberculosis sani 
n America; and I know by experience the beneficial 1 
of sleeping-out porches. One rule of the sanitarium, that t 
people must observe, is sleeping out of doors, even wl 
is thirty below zero; and everybody, before they leave, will 
5а “Well, I have learned how to live, and take care of т 
self, and hereafter it will be sleep out of doors for mii 
Now, do not go to work and den yourself up 
On page 76, of the September issue of the AMERICAN ( 
TER AND BUILDER there is a subject on weather strips. 1 
all nonsense. Some of the best tuberculosis pl 1 
in the world will tell you that fresh air and sunlight beat 
weather strips. It is unsanitary rooms and foul air tl 
breed so much sickness, more than dust. 
Now if the architects would encourage sleeping 
to the owner when he is designing his house, ther 
be more money in the architect’s and carpenter’s and buil 


pockets, than by putting on weather strips; and more healtl 
and comfort to the owner. It would help lessen the dri 
white plague, from which thousands die every year 
thousands seeking health in the mountains at sanitari 
Therefore, I say the architect is to blame for a good 
of our ills in designing the home. Encourage sleeping 

f doors, and it will benefit all of us. 

Ihis is a good business for the carpenter and builder 
turn his mind to during the dull seasons. There are ) 


sands of cottages without sleeping-out porches. Why do 
not go to the owner and propose the benefits of sleeping 
of doors, or advertise in your local papers? Build a sleeping- 
out porch on every house. Arrange the bed room мій 
double window doors, 4 feet in width, so a bed cat 
wheeled in and out. By so doing, the bed can be wheeled i: 
bv day, and then wheeled out at night when going to bed 
The doors can be put in where a window is many times 

bv using French windows, they get the same amount of | 

is before, and even more. Inclose the porch with s! 
porch sash, finishing front up solid to the rail, the sa! 

the outside finish. There is not a cottage in this h 


t Ч VC & 1 resort without sleeping-out porches, and most of them tor 
ider of for t ist te ears, Cal every bed room. All these cottages are up-to-date, bot! 

| mething good in the Ам x architecture, health and convenience. 

| W r, ther re thir vhich I I will close for this time, by saying, “Encourage 
io my mind | t to blame utdoor porches, and make the dollars roll in during tl 

ill eason of the year.” Will gladly give any inforn 
| I the followin; 51 
l t the \MERICA VA 
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Artistic Shingled Bungalow 
[here are many ways of obtaining an 
isual and distinctive effect in the con- 

struction of a home. The method of hand- 

ling the chimney and the porch foundation 
f the design shown here is an example of 
They are constructed of vitrified 

locks such as are used in street paving. 
unusual effect is obtained with these 

ks in an artistic way. In the construc- 
tion a block here and there is turned so 
t the end projects out from the face 

f the wall. It presents an attractive way 
breaking up an otherwise plain suríace. 
The walls of the bungalow are given a 
striped effect by the method of laying the 

They are laid in alternate wide 

ind narrow courses. This gives a rather 
tic appearance that harmonizes well with 

the brickwork of chimney and porch. 
The living room is quite large compared 


5 gle 5. 


Unusual bungalow of five rooms. 
pla з and typewritten specifications for only $6.00 per set. 
Pla : front, rear, two side elevations; wall sections; and all necessary interior details. 


tw. pages of typewritten matter. 


AMERICAN 


ARANTEED 
&BULLDING | 


Size, 33 by 41 feet. 


with the size of the house, which is con- 
sistent with the bungalow idea. One end 
of the room is taken up with a fireplace 
flanked with bookcases on each side. Fac- 
ing the front from this room is a wide 
window, with a narrower casement win- 
dow on each side. There are also small 
windows above each of the bookcases. A 
fairly large unobstructed floor space is at- 
tained by the dining room and the living 
room. These two are connected by a colon- 
nade and cased opening 

Back of the dining room is a well ar- 
ranged kitchen of the compact, convenient 
type and a large back porch that can be 
used for a kitchen annex in warm weather. 

The side of the house opposite the living 
dining room, and kitchen is taken 
up by two bedrooms and a bath. The bed- 
rooms are placed at the front and back 
corner of the house with the bath between. 


room, 


When ordering, ask for Design No. 6741. 
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LIVING RM 
2-6 x12 


ALI 


FRONT PORCH 
18x7 


We can furnish complete set of blueprinted working 
Blueprints consist of basement plan; roof plan; main floor 
Specifications consist of twenty- 
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Guaranteed Building Plans 


Well Arranged Six-Room r front of the house when пе | 
sliding doors will cut this room off 
Cottage +—_ ӱ , 
ы фа ; ; from the rest and will make a quiet part 
e of the distinctive features of the н af ite tiene. «DES а coe. а wide 
shown here is the vestibule built " Vere оез vrbi anaes acad обем 
nto the front porch. The arrange- furniture that will harmon with tl 


of a double-door entrance into the а арайлы АЙ ae MR 
3 : g al arrang the т 
helps considerably in the heating The dining room is almost as lar 
m. The с а air does not blow in 2 "ni s = —- 
. i the living room and presents some very 
time that the door is opened. It attractive features A large curved ba 
the same protection that a storm extends along one side í room, at 
E s к t 5 along í t OO 111 
would, but is finished іп such a gives a bright appearance to the room 
it it does not have the rough and In a recess in the back wall is silt in 
ractive appearance of the average bios риза ihat adda to 4) 
ad Ce € ғ о px € € ( 
1 door und he iuty OI this TOO 


living room is of good size and Both an inside and an outs trai 

e library or den extends across are provided for the Баѕетет [his is 
nt of the hous The fireplace an arrangement that will ! jn ited 
living room is not placed on an by the lad f the ! e as it pre 


wall in th usual wav, but is 


1 м ^ B. 
the kitchen trom becomil 


t one of the interior walls. Next [t tramping ba 1 rth th 
replace is a seat which, set back the house in going from t nent 
y it is, makes a little cozy corner he Р ird. The house built hig 
1 to the comfort of this room enough on its foundations so that plenty 
room is kept cheerful and well yî head room is furnished for a heat 
А B KI M р 
by the two windows on the side » UCN IVIN КЇ. WM ing plant 
another window opening to the 7-¢ 8-6. The kitchen is well arranged and the 
t porch sink is placed next to the two windows 
ften desirable to have a room n the side so that it is well lighted 
can be shut off from the rest of Housewives say that vell lighted sinl 
ouse when occasion demands. The А is one of the most important things 1i 
ll room off the living room is de- Р a kitchen. 
d with this object in view. It is 8 288 & м Storage space is provided f in the 
rated from the living room by dou- гет T ' attic, which is reached by t tairs 
sliding doors, which can be opened [ opening into the back hall \ room 


make one large room across the could Бе tinished off here if desired 


» 


a 


wo 


ix-room homelike cottage. Size, 30 feet 6 inches by 46 feet 6 inches. We can furnish complete set of blueprinted 
wc ang plans and typewritten specifications for only $6.00 per set. Blueprints consist of basement plan; roof plan; 
floor plan; front, rear, two side elevations; wall sections; and all necessary interior details. Specifications con- 


f twenty-two pages of typewritten matter. When ordering, ask for Design No. 6745. 
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Handsome Home of Stone 
and Stucco 


The massive comfortable appearance 
f the house shown here is due more to 
the stone construction of the porch 
pillars and the foundation than to any- 
thing else. Stone has a comfortable, 
substantial look that is found in no 
ther material 

The porches in this design are par- 
ticularly attractive Across the front 
of the house is the front porch with 
its broad roof and the heavy stone pil- 
lars Along one side is a screened porch 
that can be enclosed in windows so as 
to make a sun parlor. A door connects 
the two pt rches. 

The house proper 1s finished in stucco 
which harmonizes well with the stone 
and the white trim around the windows 
The projecting sills of the windows on 
he side with their small railings are 
pleasant decorative features. They are 
well suited to hold window boxes in the 
spring 

The right side of this home consists 
of a living room, a den and the 
screened porch. The living room is of 
large size with plenty of wall space so 
that furniture can be artistically placed 
around the room. In the wall between 
this room and the porch is a fireplace 


m 


EL RU 


First Floor Plan. 
Arrangement of House. 


which can be either made of stone simi- 
lar to the chimney or of brick. The 
owner will have to decide which he 
likes better. In the end of the room is 
a double glazed door to the den. This 
room is almost a sun parlor itself with 
four windows in the back of the room 
and two on the side. An eight foot 
seat is also placed along each side of 
the room. 

In the central part of the house from 
front to back is a vestibule, a recep- 
tion hall, the stairs to the second floor, 
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Second Floor Plan. 


Size, 38 by 29 Ft. 6 In. 


and a toilet room with two fixtures 

The left side of the house is taken 
up by the dining room and the kitchen 
with its accompanying accessories. The 
kitchen is well arranged with a well 
lighted sink, a cabinet and a pantry 

There are four bedrooms on the sec- 
ond floor, one in each corner of the 
house. The bathroom is on the side 
between two of the bedrooms and there 
is a cheerful little sewing room facing 
the front through five casement win 
dows. 


Nine-room stucco house with stone trim. Size, 38 by 29 feet 6 inches. We can furnish complete set of blueprint 


working plans and typewritten specifications for only $12.00 per set. 
first and second floor plans; front, rear, two side elevations; wall secti 
tions consist of twenty-two pages of typewritten matter. 


Blueprints consist of basement plan; roof pl. 
ons; and all necessary interior details. Specin 
When ordering, ask for Design No. 6715. 


Six-Room Bungalow with Stone 
Foundation 


he bungalow as originally designed 
intended for warm climates; but 
sefulness of this type of house led 
idoption in all parts of the coun- 
ler all sorts of climatic conditions. 
commodate the bungalow to these 
it has been neces- 
to make various minor changes. 
original bungalow was built very 
to the ground so that it was not 
il to build a basement. When 
ngalow was transported to the 
limates a basement had to be 
ed so that a heating plant could 
talled. The northern bungalow is 
Iso to be built more substantially 


15 conditions 


original 
e house shown here, Design 
12. the foundation is made high 
there is plenty of 
n the basement to install a 
plant. The foundation is 
| that it is a picturesque feat- 
the bungalow. Many people 
indations as necessary evils 
er think of the possibilities. 
ng the foundation so that it is 
f the exterior decorative 

The foundation is made 
igh stone, which harmonizes 
th the shingle sides and the 
<terior details of this bunga- 


so that 


ppearance of the porch is par- 


Shingle sided bungalow of artistic design. 
ing plans and typewritten specifications for only $7.00 per set. 
floor plan; front, rear, two side elevations; wall sections; and all necessary interior details. 


twenty-two pages of typewritten matter. When ordering, ask for Design No. 6742. 


Guaranteed Building Plans 


Size 41 by 38 feet. 


ticularly attractive and inviting. It is 
built under a separate gable from the 
house proper. The front door differs 
from the ordinary type. Its small panels 
of glass at the upper part and the heavy 
brass accessories make the door a pleas- 
ing feature of the front porch. 

The floor plan shows six rooms in this 


artistic little home. Along one side of 
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Floor Plan of Bungalow. 
Size, 41 by 38 Ft. 


We can furnish complete set of blueprinted work- 
Blueprints consist of basement plan; roof plan; main 


Specifications consist of 


the house are the living room, dining 
room, and kitchen, and along the other 
and a library. The 
library can be utilized as a bedroom in 
case of necessity. This room is cut off 
from the living room by double doors so 
that it can be used as a study or home 
office if the man of the house is obliged 
to bring work home that must be fin- 
ished. 

The living room is large and home- 
like, with the large fireplace in one end 
and the beamed ceiling. It is one of the 
long rooms that look particularly at- 
tractive with the fireplace in the end 
The entrance from the front porch 
is directly into this room 

Back of the living room, and con- 
nected to it bv a cased opening, is the 
dining room. On one side of the 
dining room is a three-sided bay win- 
dow, and across the room from this 
is a buffet. 

The kitchen is compact and con- 
venient. In the back corner is an 
outside iced refrigerator which al- 


are two bedrooms 


Й ways aids in keeping the kitchen clean 


and in the best possible condition. It 
is well lighted by two windows along 
the side and also a window in the 
back, opening out to the back porch 


Overhead is a large, well-lighted 
attic for storage space and play 
rooms or home work shop. 
go up from the inside hall, making 
this convenient. 


Stairs 
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Comfortable five-room bungalow cottage with shingled sides. Size, 24 by 41 feet. We can furnish complete set of 
blueprinted working plans and typewritten specifications for only $5.00 per set. Blueprints consist of basement plan 
roof plan; main floor plan; front, rear, two side elevations; wall sections; and all necessary interior details. Specifica- 
tions consist of twenty-two pages of typewritten matter. When ordering, ask for Design No. 6746. 
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Hip-Roofed Cottage of Five [ a heating plant can be installed. 
Rooms [ = basement also has an outside ent 
\ simple, comfortable bungalow is ' Е 


that is appreciated by many реор! 


shown here as Design No. 6746. One | PORCH saves the kitchen from much wear a 
пу, | 6 
of the features of this is the kitchen 0-60 dirt to have an entrance to the 
irrangement The kitchen 15 compact — ' ment that can be reached from tl 
nd so arranged that all the work that | X side. 
а : TNE ч 
1s carried оп is made as easy as possible = > [he exterior of this house is tinis 
\ny woman that | ked in a kitch- KITCHEN DED ROOM in shingles, though they are not appli 
lan that has worked 1n a kitch L MUI 16s 8:6 Ss 5 : 
en will tell you that nine-tenths of them | iroO- 36" | in the usual way. They are laid in a 


ire put in the house to fill up space H ternate wide and narrow courses whi 


[he kitchen is seldom considered in th« gives an unusual appearance to the ex- 


riginal plan and the result is that the terior. The projecting hip-roof dormer 


owners have to be content with for the attic is a pleasant feature of 


roof design. The trim around the win- 
dows and the posts on the front por 


ny old arrangement 


Kitchens and closets are coming in 
t { 


now for their full sh re of attention in are white, while the Ww ills 


building are stained dark. 


plat ning They are most im- 


DINING ROOM 
12:0": M^O 


tant f f the house and de The living room occupies thé 


BED ROOM 
10:6 "10:0" 


t as much consideration as part of the house with the ex 


Burre | 


of the one corner where the r« 


the living room or dining room. Ar 
1 t s is shown he hall is located. The entrance 
1] е time nd makes the living room from the recept Il 
| easant is thru a cased opening. The | 
[he 1 feature of ro s th room is connected to the dining 1 
It-it wd al ne wa : the same way. 
1 out in front of 1 | LIVING ROOM Back of the reception hall 
t t val! ill 16:0" 12. О side of the h muse are tw bedr« 
t t f a bathroom in betweer Both t 
n all the wa f rooms are well lighted and are 
ch is large | һеч = ЗЕ fortable size Between the 
lv | that it will | | | | rooms there is also a hall t 
Idition to the kitchen in | | РОРСН | | with the rest of the house thru t 
me | 2+ O* 8:0" | ing r m. 


= LJ к ШШ windows facing out onto the fro! 


LEIS ШЫ EK? Floor Plan. | мее Vus Ы 
of headroom 1s proi | Size, 24 by 41 Ft. i y OWN с ene PEEL 
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| Т! well School at Harv Ill 
ne Lowe chool a arvey, Ill. 
accompanying illustration and the other for the girls. In front of 
T г plans show a large school that these are shower rooms. 
. . м Ы = = 
out with all the conveniences that On the first floor there are three class Г 
nanded at this age for school rooms with the necessary hall connec- - 
| | А few vears ago, for instance, tions and the stairs to both the base- [| 4 
gvnnasium was not considered nec- ment and the second floor. І 
| ess It was a good thing, but was On the second floor there are five class 
the first place sacrificed if the rooms with the hall and also the office 
ere to be cut down in any мау. Each floor is supplied with three cloak 
early all schools have provision rooms. 
| г a gymnasium of some kind This school house was one of the de- І FE 
shown here is no ex 'epti yn to signs Of MF. G W. Ashb г AE hite t. 
| who has done mu school house work 1 il 
hle m ia iket care of he re by thru the ( entral \\ est L 
| ing this most necess гу part with "eru 
М 4 ни 
{ mbly hall. This is located in the 
l " Second Floor. 
nt, and as a much higher ceiling 
1 с а than сап Бе found in one floor, 
| is carried up thru the first 
\t the st floor level there = m — 
ries so that spectators can { " P 
1 4 1... = : 
ımodated in case athletic P А 
ertall ents arc being lelelelolelelolo Р 
nbination assembly hall | | 
inasium, Above this room on 
tl ire two class 4 [| 
ji 1 
б, 
х Iding is built well off the | | 
that a large nd well- s " 
ient 1 ( secured a. Г 
t mnasitim there ire rooms 
4 muna al 
er [here are tw E. 
1 1 nel А 
n 1 ѕ and Basement Floor. First Floor. 
l, 
r 


Photograph of New Lowell School at Harvey, Ill, G. W. Ashby of Chicago, Architect. 


50 


[ December 5 


“Even if a Man Can't Have Four Hands Like the Woggle- 
Bug, He Can Double the Value of His Two Hands 
by the Use of Proper Tools" 


THE MAN FROM THE LUMBER YAD 


We were satisfied with the horse-car until we had the cable-car, and now we must have 
the electric. Many now ride in automobiles, whose fathers thought the carriage a luxury, 


and their grandfathers were satisfied with the ox-cart. 


There has been as much progress in tool making in recent years as in transportation. 
No man can afford to do himself the injustice of not using the best tool that is TODAY 


produced for his work. 


You can always secure information relative to the latest of any kind of tool or machine, 


by writing the “A. C. & B.” 


—EDITOR. 


the bundles increased and she took plenty of When the ribbon was matched, we went down to 


M Y wife took me shopping the other day. As Some of them were peaches and worth looking at. 


time to match some ribbon, it got mighty the basement. My attention was attracted by a young 
tedious until I found amusement in watching the clerks. man who stood by a pile of coverlets on which there 


v A a 


{ | 


ا 


SS А 
N COMES = 
иш... 
Н. M. Woggle-Bug, Created by Mr. L. Frank Baum of “Land of Oz" Fame and 


Put to Work as a Carpenter by THE MAN FROM THE LUMBER Y ARD. 
He's Indeed à Fore-handed Guy. 


was a sign, “$2.00.” The way he stood 
made the sign appear to be on him. 


The Man with a Price 


While my wife tried on shoes, I went 
over and asked him if the sign belonged 
to him, or to the coverlets. He saw the 
joke, but acknowledged that that was his 
price. He said: “I have only two hands 
and cannot see how I can do more than I 
am doing to earn more money." 

As I waited for my wife to decide on the 
smallest shoe she could possibly wear, I 
meditated on the hopelessness of this clerk's 
position, from his viewpoint. 

My mind at once went to the thousands 
of men, young and old, who read the “A. ( 
& B." and especially those who work with 
their hands. How can they be helped to 
produce more for themselves ? 


Are You 100° ? 


I have said a man must work with head 
and heart as well as hand. But he must have 
the right tools to be 100 per cent. When 
I was a kid, I learned that a good chopping 
axe was not good for splitting; nor was ! 
extravagant to have two axes for use, 
although I could have gotten along w 
one. 

Friend wife finally released me w! 
warning as to what would happen if | 
any of the bundles. 


The Clerk Who Knows 


I know a clerk in a near-by hard 
store who is posted up to the minut 
the best tools, and never gets stale bec 
his think-tank is always in action. I wen 
him and put up the question, if a work 
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| increase his capacity Ьу any tools he had. “Sure 
thin...” he said, “I have put many a young fellow on the 
way io better earnings by getting him to fix up a good 
kit. I notice that other things being equal, the man 
whe has a good outfit is the last man to be laid off 
W work is slack.” Being from Missouri, I said: 
v me. 


, 


For That Dull Feeling 


king me by the arm, he stepped toward a wall- 
but stopped at a counter over which was a sign, 
R THAT DULL FEELING." He said: “No 
er how good a tool may be, or how skilled the 
hand that directs it, you get a bum job if the tool 
is not in good condition. Dull tools make dull, tired 


He showed me a Tool Grinder which had a wheel 
that cuts in place of grinding, and does not draw 
the temper. Besides being able to sharpen any kind 
f tool on the face, you can sharpen drill-bits at exactly 
the right angle on the side of the wheel. 


From a tray on the same counter he picked up a 
hand-saw file that he said "costs twice as much as the 
ordinary file, but 
would do twice as 
much work in half 
the time.” It had a 
stroke more than 
twice as long, and a 
tooth "set" to cut 
clean. 


Seeing Saws 


He then went to the 
wall-case, saying: “I 
am ‘nuts’ on these 
goods because we 
have everything right 
up to the minute. See 
this compass saw ta- 
pered off like a hand 
saw, so it will clear 
itself and not pinch 
even if the wood is 
green or wet. It is 
a corker for cutting 
a round hole when an 
electrician or plumber 
wants to cut out floor- 
ing and then replace 
it. Talking of a round 
hole; here is a saw 
that will cut a square 
hole without the help 
of any other tool and 
it has a handle that 
adjusts so you don't 
break your wrist 


This immer Can be Used by a One- 
Ar ied Man. It Adds 2 Feet to 
Any Carpenter’s Reach. 


CARPENTER AND 


BUILDER 


1^ 

am. ze 
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“Sure Thing," Said My Hardware Friend, “I Have Put Many а 


Young Fellow on the Way to Better Earnings by Getting 
Him to Fix Up a Good Kit.” 


The thin back 
compass saw doesn’t pinch because it has no friction. 


when making the incision in the floor. 


Here is a hand saw that will do as much work as any 
other, altho about half as wide,—less width, less fric- 
tion, and less of that tired feeling. I occasionally sell 
an ordinary back saw, but this one that has a cross-cut 
on one side and a rip on the other, and adjusts so you 
saw just so deep and no deeper; skins them all. I try 
to get every man to carry one of these metal-cutting 
blades. It will saw thru wood, leaving a clean, smooth 
surface, or nails, bolts, gas pipe, etc. I had one cus- 
tomer that cut an iron column out of a store front 
with one.” 


He then handed me a saw that I at first pronounced 


Hatchets with Scored Safety Head Make Safer and Faster Work. 
Shingling Gauge and Leather Wrist Thong are Improved 
Efficiency Features. 


AMERICAN 


a freak because of the man- 
ner in which the handle set 
on the blade. But he demon- 

strated that more work could gz 


fA 


be done with less strain on 4 
the arm than with any other 
handle It 


gives a full 


irrangement ot 
is a that 
26-inch stroke, yet will go into a 20-inch tool box. 


saw 


On the Level 
Moving over to a display of carpenter and mason 
levels, he showed me a sort that always told the truth 
instantly, no matter which side or end came up. 


This Hack Saw Will Go Thru Nails, Steel Beams—Anything. 
Handle is Adjustable. 


Concerning Hammers and Hatchets 


He had a number of new wrinkles to show me in 
hammers and hatchets. I never appreciated before the 
fact that a large part of the arm’s strain for a work- 
man was because of his having to grip the ordinary 
handle so firmly in order 
to center the blow. 

The 


niv friend recommended 


type of handle 


f 


was one that would al 


sey э 
t ‘has been. 
wavs center even when к " 


held loosely 


\mong a 


in the hand. 
more. 
number of 


new features I remem- A ' 

| seu d i the time it saves. 
ber a roofers hatchet 
with a special scored- 


cost 
head, having an arrange- 


11 { 1 1 è N 1 € > Г 
ment that set the shingle mint the most money. 


just so much to the Like breeds like. 
weather as desired; also 
a half hatchet made so 
is to hew to the line, and 
balanced to drive like a 
hammer Phe handle of 


this hatchet had a swell 
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This Flooring Saw and a Man Can Produce a Square Hole. 


——————É————————————— € RE ص ص‎ 


Гле workman who is most dependent on efficient 
tools, is most independent. 
For the best work, get the tool that is an 


The owner of the right tool works less and earns 
In figuring the worth of a superior tool, don't forget 
The tool that enables you to earn more is worth its 
Tools that save the minutes and muscles of the user, 


Good tools make good workmen. 
Гле Pennsylvania К. №. recently replaced a hundred 
locomotives with others that did more work. 
can YOU afford to use an out-of-date tool or machine. 
Every hour you use a poor tool you add to its cost. 
It is dangerous to hang 
work on the services of a poor tool. 
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A One-Armed Man's Ham пег 
He was especially en ıu 

siastic about a hammer hat 

a one-armed man cou 

It enabled anyone ti 

‘nh, a nail 2 feet farther 

| than could be done \ 

ordinary hammer. 

\fter І had seen a number of other time and labor- 
saving tools, I was fully convinced that if a workma: 
added the proper tools to his kit, he would add $ $ $ $ 
to his producing ability and years to his life. 


In answer to my question as to how much extra 
an ideal kit would cost over the ordinarv, he said: 

N 

r 

No Tired Feeling when Using this Narrow Saw. 
“About what a young fellow would spend foolishly in 
a month.” 

As I left my enthusiastic friend, I remembered a pi 
ture | saw some time ago of Н. M. Wogglebug, T. J] 
The H. M. stood for highly magnified. This Woggle 
bug was as large as a man, but still had four arms, as 
wogglebugs always do 

Saw Dust T. E. stood for thoroh SY 


educated. At any event, 
this Mr. Wogglebug was 
“isser,” not four-handed, as vou se 
from the picture 
our artist has т 
duced. 

When I bring to mind 
all these convenient toil 


tools I regret 


uld 


reducing 
that my readers 
not have four hands like 
Н. M. Wogele-bug, 
T. 


Even if a man cant 


Neither have four hands like tl 
Woggle-Bug, he can 
double the value 115 
your reputation for good two hands by the use ot 


proper tools. 


n the end to ease the Good temper in his tool keeps good temper in the [ am going t 
"rip user. P. | something about ‹ 
He showed me both Beware of tools whose only merit is a reputation. ine the hand and ] 
ers and hatchets In incflicient tool may cost less, but you pay more in my next letter 
ety heads, and | FCI Hme you uset | will find it wort! l 
plained that these The workman is knows his tools. What reputa ie Yat 
hv for dfe tion d ) yo irs give vou | | сепї, 
| ы г Don't look for sweetne їп the garbage can, nor RT ee 
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Framing a Gambrel Roof House 


NOTCHING OUT RAFTERS MAKES WORK EASIER AND BETTER — HOW TO FIGURE A GAMBREL CORNICE 


By I. P. Hicks 


НЕКЕ is something about the framing of a 
gambrel roof house that is just a little more 
than the ordinary framing. It is no really 
ult matter, yet 1t may be of more or less interest 

carpenters and builders of the country. As а 

this kind of a house does not have a very wide 
ice, as it 15 not very practical to make the cornice 
more than 12 inches wide. When a gutter is 

| it is usually of the box form. 
еге is no fixed rule for the slopes of the roofs: 
s is established by the designer, according to his 
yment in planning the house and according to its 
size and the best lay out of the rooms on the second 

It is customary to set the studding which form 

walls of the rooms, about 2 feet back from the 
n outside wall plate of the first story. 

is nothing particularly complicated about the 

hut it 1s well to notice a few points of spe 

est. The lower end of the first set of rafters 

| be notched at the bottom as shown at A to sit on 

te, shown on top of the ceiling joists. If these 

s are cut to rest wholly on the plate, then it 

be necessary to use furring blocks on the sid. 

ouse in order to have something to nail the 

eathing to that runs down and forms the back 

cutter. I prefer notching the rafters and letting 

un down far enough to make a nailing for the 

eathing. 

, the top of the first set of raiters, another notch 
[his is mostly to facilitate raising the root, 
ie perpendicular studding are not often put 
the roof is raised, and the notch in the rafters 
easier to keep the rafters in place while they 

с SC urelv nailed or spiked. 

bottom of the second set of rafters is also 

to fit the plate, shown at С. This facilitates 
sing of the second section of the roof as the 
can not slip over the plate while being raised, 
the nailing much easier. 

in important part, one that is especially inter- 

to the carpenter, is the cost of construction in 

d of work. After the lumber bill is made out 


so that you know the feet board measure contained in 
the timber required, you can figure $10 per M feet 
of lumber for the construction work of framing. The 
sheathing can be figured at from $8 to $10 per M. 
Phe shingling at $1.75 to $2.00 per M. 

The cornice can be figured by the lineal foot per 
nember as follows: The frieze, wide members, 4c: 
plancher, say 4 boards of ceiling, 114c each, 5c; fascia, 


2c: bed mould, 


A 
› 5 Ic; crown 
Te mould, 2c; cap 
رر‎ 
Й over crown 
mould, 1c; front 
zza Í side of gutter, 


| | Ic; bottom, 2с; 
لا‎ | making a total of 
| 18 cents per lin- 
eal foot for the 


/ | labor. This will 
f т be found a fair 
A M indio: 

к " average price tor 


у a cornice of this 
/ kind. Тһе man- 
J f t | пег in which we 
/ — Ц Р " 
H 2x8 * have analyzed 

- Á 
this cornice also 


shows how vou 
sh uld SO tO 


[x 

[^ 

ju 
Framing for Gambrel Roof as Recommend- 
ed by Hicks work to arrive 


at the cost of constructing any other kind of a cor 
nice. Take each member and vou can judge what vou 
can put it up for, then add the cost of all the dif 
ferent members and you will establish a price per lineal 
foot for the complete cornice. Figure the lineal feet of 
cornice and you can arrive at a figure that will be saf 
and also quick and easy. 

lor the cost of the gutter, which is usually made of 
tin, figure 17c per lineal foot if made of tin 20 inches 
wide, and 23c per lineal foot if made from tin 28 
inches wide. The above figures on tin gutters should 
be sufficient for the best quality of tin gutters. 


QT A Bank 


THIRD OF A SERIES OF DESIGNS OF PUBLIC 


AMERICAN CARPENTER AND BUILDER 


BUILDINGS 
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Building = 


OF VARIOUS KINDS, WITH PERSPECTIVE 


VIEW, CONSTRUCTION DETAILS, AND FLOOR PLANS 


HE most decorative building in a town is gener- 
ally the bank building. It depends perhaps more 

than any other business on handsome surround- 
ings to attract people and give them confidence. In 
almost all other branches of modern business it is pos- 
sible to compete with a man who has a much better 
You can do this in various 


Handling a better line of goods or displaying it 


building than your own. 
ways. 
more advantageously will often cause people to come 
into your place of business just to look around. Then 
by proper salesmanship you can get them to come 
again, and sooner or later you land them. You can also 
secure the good will and trade of people by offering 
service of a better grade than your competitor. If you 
are in a mercantile business you can specialize in quick 
deliveries, discounts for cash, credit arrangements, etc. 

None of these opportunities are possible for a bank 
on the scale that they are for any other type of busi- 
ness. A bank can offer a few special inducements to 
depositors, but they are not dealing with a commodity 


that admits of the special arrangements such as other 


‘We | 
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Perspective Sketeh of Very 
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Attractive Smell Bank Building, Constructed of Brick and Terra Cotta. 
Writing About This Design Please Refer to Design No. 6745. 


businesses. They have to depend on appearance more 
than any one else. An old bank in a town may keep 
its business because everybody knows the cashier or 
the president and has confidence in them. The new 
bank, to compete with them, has to offer mighty at- 
tractive appearances so that people will like to go into 
their building. They cannot offer any particular ad- 
vantages as a general rule that the other bank cannot 
offer also. 

It isn’t very often that you see a bank that has been 
established in some made-over building. The con- 
struction has to be of such a nature that very 
buildings can be arranged as banks. Very 
foundations, walls, and floors are required so that 
safes and vaults will be protected to a large degree. 
There are, of course, exceptions to every rule, and 
some buildings have been built over so as to make very 
good bank buildings. Nearly always, however, the 
bank builds its own building as it is necessary for 
appearance sake as well as for the sake of strength 


гем 
heavy 


and safety. 


ME 
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Dimensions, 25 by 54 Feet. ^ Ш 
Price of Blueprints and Specifications on Application. 


A Bank Building Design 
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Longitudinal Section Thru Bank Building (Design No. 6748) Illustrated on Opposite Page. 


is shown in the accompanying details, the walls are 
made very heavy, as are the foundations and the floors. 
\lso the vault that should be built cannot be located 
very well in old buildings, but must be included in 
e plans as it is in this instance. The walls of this 
must of course be made very heavy, so that it will be 
fireproof as well as burglar proof. The heavy con- 
struction features of the building make it necessary 
to have heavy foundations so that they may be well 
ipported. The floor is made strong because of the 
iny people that may be on it at one time, and so it 
in support small portable safes such as are used i 
| banks. 
Nearly every town has a bank, and the builder who 
is good, practical ideas on their construction will 
‚еп get a chance to do this work. If a local man can 
ndle this kind of work, it will not be necessary to 
nport a firm from some other location. Even if a 
in does not get the contract, he can get a certain 
t, such as the interior trim, etc. 
[he longitudinal section shows many of the de- 
s of construction of this building and gives ап 
| of the class of work required for smaller bank 
dings. One of the special features is the method 
uilding the floor under the front part of the bank, 
re the public and banking spaces are located. It 
shows the massive character of the walls and the 
idations that are necessary to support them. At- 
ion is called to the walls surrounding the vault, 
icularly. The size of these is also shown in the 
r plan. The roof is built with a slant from front 
ack, so an air space is left between the roof and 
ceiling. This is ventilated, as mentioned on the 
5 section, by four openings in each of the walls. 
ie floor plan shows the general arrangement of the 


rooms on both the main floor and the basement. In 
the basement there are located the storage room, coal 
room, boiler room, and the basement vault. The 
entrance to the main floor is into a vestibule which 
opens to the right into the public space. The opposite 
front corner is occupied by the president's private 
room. The banking space is directly back of this 
room. The vault, the directors’ room, and a wash 
room are located in the back part of the building. 

The larger detail sheets show some of the various 
smaller construction features of the building. One of 
the sheets shows the construction details of the vault 
and also an elevation of the front which illustrates the 
many various little features that are used in making 
decorative fronts in bank buildings. 
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Basement Plan. 


Main Floor Plan 
Size of Building, 25 by 54 Feet. 
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(Design No. 6748) Illustrated on Page 54. 
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{DETAILS 13-107 NOTE:THIS BANK FRONT CAN BE EITHER FACED 


Is ts of Bank ] Bank Front; also Details of Two Methods of Construction for the Fireproof Vault (Design No. 6748, Illus- 


A Bank Building Design 


xd 


о e. P 2 م‎ | - ,'6o - 3 
pazza س‎ 


BRICK FILLED IN BETWEEN RAILS | 
| 


| 


\ 
RNA + №. 


— — س — — - — —- -- -— — 


NOTE: VAULT WALLS ARE CONSTRUCTO 
OF BRICK. WITH A 4LNCH. SPACE FOR 00 
THE INSERTION OF 3INCM RAILS OR | 
I BEAMS SPACED 9 INCHES ON CENTERS | 


= 


UNNNNNNNA 


/2* DIA. TIE RODS 


NNNNSSNNNNS 


| 
| 
| 
| 
| 
| 


| CONCRETE 2, 
| TS NU БОЛЫННЫ | У 
(ery 
k КАШ, 


PRICK. FILLED IN BETWEEN RAILS 


— FOUNDATION WALLS 


ABRICK CONSTRUCTION4 
ı DANK‘VAULT! CON STRUCTION: DETAIL LS 


SCALES EQUALS IO — 


ie WROUGHT mon 


NO Я 
IN, ok RR 


@ ; dit b 
A t Jf ГА 
PR 
pt EC 
ПАЇ i» d 
4 Jj i 
E 1 ы L Ц vi 
j 


AB n ud I LL M 


J 


^76 &12 STONE RETURNS 


г 2 
FACE prick 1 
| MEX ad d Р 
4 ud A 
US i 
BE -i سو‎ e 


= 2: oe Cj —— — SIDEWALE GRADE 
T LEVATION: ОЕ: FRONT 4 
e SCALE § EQUALS ONE FOOT: 

WITH. BEDFORD LIME STONE OR GRANITE TERRA СОТТА 


trated on Page 54. 


AMERICAN CARPENTER AND BUILDER 


What Every Architect and 
Builder Should Know About 
Strenóth of Materials and the 
Design of Safe Construction К 
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Noon Hour Talks by the Boss Carpenter 


Talk No. 41. Columns in Mill Construction Type of Building— 


Construction 


THE BOSS TELLS ABOUT TIMBER COLUMNS IN MILL 


66 Г the close of our last talk," said the Boss, 
"we had reached the point where we were 
ready to begin the calculations to find the size 

of timber columns needed in a mill constructed build- 

ing. The width of the building was taken as 48 ft., 
and the size of the floor bays or panels was 8 ft. by 

16 ft. Our floor load was assumed to be 150 pounds 
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per square foot live load in addition to the weight 
of the floor itself. 

“Our problem today is to find the size of the col- 
umns on each floor needed to hold up the load which 
will be carried by each set of posts. We will assume 
that the building consists of three stories and base- 


71. The columns begin at the 


ment as shown in Fig. 7 


roof and extend downwards in a straight line to the 


wo EEE | 


Series No. 5 


CONSTRUCTION, AND SHOWS DETAILED CALCULATIONS 


footings below the basement floor. The general plan 
of the roof construction is similar to that shown for 
the floors in our last talk. 

“The roof and floor loads are carried to the columns 
by the main girders which rest upon post caps at the 
top of each column as shown in Fig. 71. These post 
caps may be of cast iron, malleable iron, or steel, 
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Fig. 731. Two Views of Wooden Mill Construction Type of Commercial Building. 
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and are of the general type shown іп Fig. 72. 

cap fits the top of the post, and not only serves : 
bracketed support for the girders, but also form: 
plate to hold the column from the floor above. 

ends of the columns should be squared off nicely 
fore they are put in place, so as to have an e 
bearing over all parts of the column end. Colu! 
should not be allowed to rest directly upon the t 


ders, since the shrinkage of the girder timbers 
ma cause settling in the columns, or tend to cause 
n neven distribution of the bearing stress over the 
end of the columns. Another danger in this method 
of apport is apparent in case a girder should fail in 
fire and fall from its place. This would throw the 
enc of the column from its bearing support and would 
probably cause failure in the structure. 

Vhere it is not desired to carry a column thro 
a т and down to the cap of the column on the 
floor below, a cast-iron pintle such as shown in Fig. 70, 
Talk No. 40, may be used. The top part of this pintle 
forms a cup or flange for the support of the end of 
the column, while the cylindrical lower part fits in 
between the ends of the girders on the post cap and 
arries the load from above to the cap below. 

l'here are manv varieties of iron and steel post caps 
used in construction. Some types provide for fastening 
the columns and girders to the cap, while others allow 
these members to rest freely on the cap, depending 
upon the weight on the members to hold them in place. 
While some authorities advocate the fastening of gir- 
ers in such a manner that they will be rigid at the 
columns, others claim that the girders should be sup- 

ted freely at the posts so that in case the girder 
falls, it will clear itself both from the posts and the 
walls, leaving these parts of the building unharmed. 


"The lower end of the posts in the basement should 
rest upon an iron base plate about 2 inches in thick- 
ness, and raised above the floor level sufficient to keep 
water away from the end of the post. This plate 

be placed upon a stone or concrete footing or 
pier as shown in Fig. 71. The size of the pier will 
depend upon the load to be carried and the kind of 
soil in which the pier or footing is placed. 

Ihe New England Mutual Insurance Companies 
have been responsible in a large measure for the de- 
tails of the mill constructed type of building as it is 
erected today. These companies advise that а 14-inch 
diameter hole be bored thru the axis of each timber 


and a !$-inch cross-hole near the top and bottom 
"ve an interior circulation of air. It is claimed 
this attempt at ventilation prevents decay and 
lr. rot, but in ordinary buildings the posts are com- 

ly used solid. 

t is a wise precaution to leave all heavy timber 
\ of this kind in its natural condition for at 
| three years so that it may become thoroughly 
All corners 
ild be rounded or chamfered so as to expose no 
р edge to attack by fire. АП surfaces should be 
ed and left in a smooth condition. 


ned before painting or varnishing. 


he different cities of the country vary to some 
nt in the details of their building ordinances, but 
nearly all agree in regard to the essentials of 
lard mill construction. It is commonly specified 


the posts which support the roof shall have a 
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cross-section of at least 64 square inches (8 in. by 
8 in.), and that posts of all other floors shall have 
a cross-section of at least 100 square inches (10 in. by 
IO in.). We must bear these restrictions in mind 
in making our calculations. 

“Before we can find the size of post needed in the 
top floor of our building, we must find the amount 
of load on that part of the roof which is carried by 
one post. The size of the roof panels will be 8 ft. by 
The 
roof is flat as shown in Fig. 71, and consists of yellow 
pine plank 3 


16 ft. as in our floor calculations of Talk No. 4o. 


inches thick (25$ in. dressed), spiked 
directly to the heavy roof timbers and covered with 
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Fig. 72. A Type of Post Cap Used with Self-Releasing Girders. 


4-ply or 5-ply tar and gravel roofing. The roof tim- 
bers are at least 6 inches in thickness, even for the 
lightest roofs, and are held in place as in the case 
of fioor girders. A slope of 14-inch to 34-inch per foot 
is given to the roof, and an incombustible cornice 
protects the roof when there is danger from fire in 
neighboring buildings. 

“The load on one post in the top story is found by 
assuming that the post supports the load on a panel 
of floor 8 ft. by 16 ft. in area. This load is made up 
of the weight of the 3-inch plank, the weight of one 
roof girder, the weight of the 5-ply gravel roofing, 
and an allowance for the weight of snow which is 
likely to rest on the roof. The weight of timber 
may be taken as 3 pounds per square foot of material 
1 inch thick, or 8 pounds per square foot of roof sur- 
face 25$ inches thick. The weight of the 6-inch by 
12-inch roof timber will add but little to the general 
load per square foot of roof surface, and can be 
neglected without serious error. The weight of the 
5-ply gravel roofing may be taken as 6 pounds per 
square foot of roof surface. The allowance for snow 
load will vary in different parts of the country and 
may be taken from the following values: 

“For flat roofs in Southern or Pacific Slope States, 
5 pounds per square foot of roof surface; Central 
States, 30 pounds per square foot; Rocky Mountain 


States, 35 pounds per square foot; New England 
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States, 40 pounds per square foot, and Northwestern 
States, 45 pounds per square foot. If we assume 
that our building is in the Central States, the snow 
load will be taken as 30 pounds per square foot in 
our calculations. 

“Тһе total load per square foot of roof surface will 
be 84-64-30, or, allowing for the girder also, about 
46 pounds per square foot. Since the area of roof 
supported by one post is 8X16, or 128 square feet, 
the total central load on the post is 40X128, or 5,888 
pounds. Call this 5,900 pounds for easy calculation. 

“In Talk No. 39, we used a number of formulas 
for nnding the size of timber columns of different 
materials. If we are to use Georgia pine in the col- 
umns in this building, with a factor of safety of 5, 
the formula taken from Talk No. 39 will be as follows: 

W 8 l l 


4,000 - { x ) 
A IO d d 
“In this formula, W is the total central load in 


pounds, 4 is the area of cross-section of column in 
square inches, / is the length of the column in inches, 
and d is the least dimension of the column in inches. 
Since a square section will give the best results in a 
d, and d will be the 
side dimension of the square. The length of the 


timber column, 4 will equal d 


unsupported part of the columns in this building will 
be taken as 12 feet. 
“Filling in the formula, taking care to use the factor 


of safety of 5, we have, 


zx 5 000 S 12 I2 12 I2 
| | 1,020 | ) 

d d IO d d 
‘Solving, we find that d — 4 in. (approx.) This 


ndicates that an 8 inch by 8 inch post, which 15 the 
smallest size allowable in this type of construction 
is amply safe for use. 

‘The posts of the floor below will have to carry 
ı central load of 5,900 pounds from the post above 
ind the load brought to them by the girders of the 
top floor. In Talk No. 40, we found that the load on 
ı panel of floor 8 ft. by 16 ft. in this problem was 
20,730 pounds. Adding these two values, the result is 
20,636 pounds. Using this value in the formula above 
n place of the value 5,900 and solving, we find that 
d is about 7 inches. Again the ruling that no column 
below the top floor shall be less than 10 inches by 10 
nches, will govern the design, and a 10-inch square 
timber post will be used 

The columns of the first story will carry a load 

26,636 from the column above and a load of 20,736 
\dding thes 


and using the result 47,372 pounds in the 


- 


1 ч 1 
n the fl r I the second SLOT 


we find d is about 8 inches. Again a 10-inch 


1 . -— 


IO-1nch timber post 15 sufficient 
Г] columns in the basement, if of wood. will 
ad 17 372 plus 20,730 pounds, 01 OS, 1058 


u - Using this value in the formula as be fore, 


[ Decemlx 15 


we find that d equals about 10 inches. There А 
10-inch by 10-inch post could be used. 

“Other posts on each of these floors will be 
same size as those found by the calculations sin 
support similar loads.” 


Ex 
Black and White—the Newest Decoration 
Colors 


By Malcolm Strauss 


Black and white is distinctly a new note in de 


Whether it has struck a responsive chord in American favor 
is an open question. Personally, I believe it is 1 t 
stay. People of conservative taste, who prefer the more 
sombre color combinations one sees everywhere, have alread 
cataloged this startling departure as another of those "twen- 
tieth century freaks—no one knows whence thev come or 
where they may 

r go." 
| jut the per- 


son who is will- 
ing to cast a 
keen and crit- 
ical eve er 
the virtues of 
black and whit 
and not reject 
it simpl 

cause 1t 1% 11 
innovation, will 


find many | $ 


vet cult 


treatment 


rhe Authors Suggestion for a Black and Black 

White Wall Panel. mE 
white, as 
know, form the greatest possible contrast. Scientists 
that black is the absence of all colors, and white, the pr« 


ence of all colors. Alone, white is cold, and black itself 


11 


deadly dull, but an artistic combination of these two extremes 
gives an interesting individuality that cannot be obtained 
ny other combination of colors. It is simplicity itself, an 
as it is universally admitted that the beauty of a plain wall 
needs no emphasis, surely this form of silhouette decoration 
may serve us well here. Black and white shows the value of 
contrast as never before appreciated. The smallest room will 
vield to this treatment and assume a much-sought individuality 

Today but few American homes have a black and whit 
room. Thus far this unusual combination has been | 
largely for commercial or advertising purposes. In New 
York City, for example, several of the smartest restaurants 
have been quick to see the possibilities of this treatment and 
have used it with remarkable and much-talked-about eftect 

That black and white is likely to find a place in the | 
seems to me a logical conclusion. It is particularly a 
able to drawing-rooms, music-rooms, entrance halls, 
fovers, due to its distinctive note and its contrast wit! 
overworked, standard color combinations. 


Го be effective, black and white must be used in m 


tion. Tastefully used in one, or surely not more th: 
15 in a house r an apartment, black and white 1s 1 

nd desirab! But ppli« d indis riminatelv wherever 
rtition mav be found, it is blatant and imposs 


Black and white might well be termed “the bass-dr 


” 1 


decoration. Гоо much of it will drown out a 


evel thit near it properly ised, is dist 11 ti 11 


Lining up for the Store Front Business 
Chapter I, The Nine Basic Layouts 


Vil OF A SERIES TO BRING OUT BOTH THE COMMERCIAL POSSIBILITIES AND THE LATEST METHODS 
OF DESIGN AND CONSTRUCTION OF THE UP-TO-DATE ALL-GLASS STORE FRONTS 


By Our Store Front Man 


1 ILLIONS of dollars have been spent in the business streets in your town and see how little thought 
erection of store fronts during the past ten has been given the element of individuality in store 


years. fronts. 
e you made your share of the profits? It is our advice that you make it a rule to build 
r e is a branch in building that is probably dif- individuality into each front—it not only will result 


than all others you are interested in simply in a better investment for the man who foots the bill, 
ise it combines the commercial with the struc- but will help wonderfully in establishing yourself as 


р { The successful builder of store fronts today “the Store Front man" in your locality—all of which 
r is man who thoroly comprehends the underlying makes a more profitable business. 
у e. He's the man who realizes that store fronts Make each front vou build stand out—make it look 


lt to sell merchandise—not simply to keep out modern—make it make more sales for the retailer be 


ч t ип and admit a little daylight. hind it. The greater his profits thru his front, the 
: 1 fact that from бо to 80 per cent of the store stronger will be his endorsement for you as "the Store 
4 = E E l'ront man." 
r = = == = hose new fronts that have bee: 
properly designed and built during 
f the past few years have produced 
$ ll almost unbelievable results. And 
2 this includes small town fronts as 
1 | | well as those in the larger cities. 
5 = | In fact, the better, small, individual 
Y = | store fronts are found in the small 
| = : 
| == towns. It is nothing unusual to 
im 2 find beautiful, well-balanced and 
1 R LH = thoroly modern store fronts in 
towns of less than 1,099 people. 
Perspective View of Store Front Arranged According to the “Zigzag” Type. The time it takes such fronts to 
s in this country are alike in design and appear- pay for themselves by the increased business de 
ind can you offer any logical reason for it? pends upon the local possibilities and support given 
| nly one I can think of is, "the line of least by the retailers. Some produce enough net profit 
r ance." on the increased business during the first six months 
v simple it is to say to the retailer who has to pay back the total investment. Some require 
i | upon you to build his new front: “What style longer—a year—two years. But in every instance 
| 1 want—something like Smith’s new front?” it can be shown to be an unusually profitable invest 
patron may be a jeweler and Smith may sell ment. 
; ture, or clothing, or groceries or bicycles. Series to Present Business Getting Facts About 
И Plan Each Front for the Goods it is to Display Store Fronts 
one important question to ask yourself when In the articles that will follow, the “arithmetic” of 
троп to build a front is: “What has this store store fronts, from the retailers’ standpoint, will be 
what size is the front, and what shape win- discussed. This will enable you to approach 11 


required to prop prospects ind to talk to 


w the merchan- S° important is the field of storefronts them from the angle that 
[sn't it reasonable that we feel the articles on this sub- most interests them. 
me that to display ject which will follow, will be of particu- While the retailer wants 
1 watches proper lar interest to you. As in the other his front to be well built, 
quires an altogether departments, we offer you here our his foremost thought is, 
nt style of front assistance in helping to develop the “Will it pay?” 
loes the display of store front business in your town. OUR Неге is shown an eleva 
g room suite or a STORE FRONT MAN is at your command; tion of a modern front. 
erator? And still write and ask him any questions and Also plans of nine differ- 
ist go up one side call on him to help you out on any ent types. The almost un- 
wn the other of the special problems in store front work. limited number of designs 


Fig. 1. Typical Side фа 


Entrance Front. 
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Fig. 6. 
Which 


і | 
Fig. 2. Side Entrance | 
Front with Additional i 
Display Case. 


| Show Case. 
4 } 
I 4 y 

{ 

| 4 | 

Р ч 

Fig. 3. The Most Common і 3 

Type with no Individuality. gm. Fig. 7 
. te 


I 
are 

| | | } the basic types. 
Fig. 4. Design Which Can 


Be Divided into Parts. More 
Practical than Fig. 3. 


The price of every 
front absolutely de- 
pends upon the materials that enter into its construc- 
tion; and for that reason it is impossible to set a price 
on any design without first considering the various 
details. 

Fig. 1 shows a typical side entrance front. There 
are thousands of this type. Fig. 2 shows how the 
same space can be increased in efficiency by incor- 
porating a small case at the left of the door. This case 
can be used for the display of small, detail articles 
and at the same time allows ample space in the larger 
compartment for the display of articles of the average 
size. 

Fig. 3 illustrates the style of front which is most 
to display—and 
The same space 
and the cost is 


used—regardless of the merchandise 
possesses absolutely no individuality. 
can be utilized as shown in Fig. 4, 
increased only a very small amount. 

Fig. 4 can be divided into four compartments, while 


Fig. 3 can never contain more than two. 

l'igs. 5, 6 and 7 show the various treatment of the 
"zigzag" style of front, the style adopted depending 
upon the merchandise to display. 

Fig. 6 can be designed to, incorporate an “island” 
show case, provided, of course, it will not congest the 
vestibule There should be a distance of at 


least 4 feet 6 inches between all points inside the 


space. 


vestibule. 

Fig. 8 is not a practical style of front because the 
vestibule space is not large enough for people to pass 
in and out of the store without crowding or jostling. 
l'ig. 9 shows a more practical treatment of a front of 
this nature. 
door, in addition to enlarging the vestibule space, make 


The glass panels on either side of the 


it possible for the passer-by to view the interior of the 
store 

Fig. 9 is especially suitable for the display of furni 
ture, however, the same principles can be carried out 
in designing windows for the display of the smaller 
articles, such as jewelry. 
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Fig. 5. One of the “Zigzag” 
Type of Store Fronts. 


Wide “Zigzag” Front 
Permits of an 


“Zigzag” Front with 
| Narrow Entrance. 


elaborations of 
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Fig. 8. Not a Practical Style of Fr: 
Because of Narrow Vestibule. 
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Fig. 9. Design Suitable for the Display 
of Furniture, Etc. 


As stated before, there is an unlimited number of 
designs of store fronts which can be adopted, but in 
each case the style used should depend upon the work 
to be done rather than the amount of money to be 
spent. 


x 
Details of a Sun Porch 


WORK OF RALPH W. ERMELING, ARCHITECT 
T HE sun porch has become more and more popular 

of recent years and now nearly all houses that are 
being built are having sun porches built onto them 
Also many old houses are being fixed up so as to pro- 
vide a sun porch. This is often accomplished by mak- 
ing over a back porch or a detached room that is suit- 
able for this purpose. The glass in the porch can be 
removed, in many instances, in the warm weather and 
screens inserted in its place. 

The sun porch is likely to be the most used place 
in the house due to its cheerful, bright coziness. 

In many designs the entrance to the porch from 
the other room is thru full-glazed double doors, but in 
this instance the separation from the rest of the house 
is merely indicated by two posts and a balustrade on 
each side of a cased opening. The details of this porch 
are shown on the opposite page. 

Under one of the balustrades is a cabinet which will 
be handy for storing various things. In case the room 
adjoining the porch is a dining room, the cabinet may 
be used for china. If the living room adjoins, it can be 
utilized for books or games. The construction of | 
cabinet and the seats can be seen at the upper par 
of the detail sheet. 

One of the seats 1s movable and the other is fi 


+ 


Ihis will permit of a table being placed near 
fixed bench and the other moved up to it. Bt 
fasts and other light meals can thus be served ou 
the sun parlor or open air porch. 

Above the back of the seats on each side aré 
dows which are divided into small panes at the t 
The paneling on the seat combined with this gives 
attractive paneled effect on the entire wall. The la 
on the posts are also artistic features. 
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/etails of Construction, Plans and Perspective View of Artistic Sun Porch. (For Description See Opposite Page.) 
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Concrete Above as Well as Below in This 
Basement Barn 


DETAILS OF REINFORCED CONCRETE WORK FOR MAIN BARN FLOOR OVER DAIRY STABLE—SANITARY, 
FIREPROOF AND ECONOMICAL 


By H. Colin Campbell, C. E. 


O one at the present time gives much thought He saw the wisdom of protecting the animals to be 
to any other material than concrete for barn housed, against fire, and constructed the floor above 
foundation work. Moreover, it is just about them of reinforced concrete carried by 12-inch 
as easy and cheap to carry a barn foundation up far beams. 
enough to complete at least the first story. Then, if Several preliminary designs were calculated for t 
ne goes a step farther, and makes the mow floor of floor construction before one presenting all desira 


concrete, the lower portion of the structure becomes economies was worked out. This was because 

strictly fireproof. If this basement is intended for  I-beams had already been purchased and it was neces 
use as quarters for dairy stock or horses, the animals ѕату to make a design that would best fit their us 
are thoroly safeguarded against fire Calculations were made based upon using the beams 


[his is a practice which is becoming more common running lengthwise of the barn, and again running 
ind has recently been shown preference in the con- crossways of the barn. The latter design, as show 
struction of a 40 by 9o-foot barn on the farm of in the accompanying drawing, made it possible t 
Charles R. Shirkey, Montpelier, Ohio reduce the thickness of the floor slab, and was 

Mr. Shirkey has given considerable attention to one finally adopted. 
the use of concrete on the farm and has emploved it \ number of construction difficulties were encoun 
in making marv of his farm improvements. There 15 tered, owing to the fact that the concrete mixer en 
refore nothin? surprisin» m his use of concrete for  ploved for preparing the concrete was of such li 
this large barn just added to his farm-building group. ited capacity that the work could not progress wit 
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Beams Pau Lengthwise the Barn 
„4 9q.Tw. bars I8 Ctr: 


| Am.Carp. & Bldr. 
3eams Running Crosswise the Barn 


Details of Beams and Floor Slabs (Figured for the Two Optional Ways of Running the Floor Beams) Showing Reinforcing 
Placed Under Hay Mow. 


Concrete Basement Barn 


ed enough to make floor slab joints fall at pre 18 inches center to center, run crosswise to assist in 
isly determined desirable points, representing each counteracting temperature stresses. 
`5 suspension of concreting. So joints had to be Realizing the importance of affording every pr 
de in the floor, where it would have been more tection to concrete during the period of early hard 
rable to have avoided them. ing, the concrete as soon as hardened sufficiently to 
iasmuch as the superstructure was planned for permit it, was covered with a heavy layer of wet straw 
ik construction, an attempt was made to avoid and chaff, this covering being kept wet for three 
expense of special form lumber, and to use so far weeks. As a consequence the concrete hardened 
possible the material intended for the superstruc- properly under the most favorable conditions and 
frame. This, of course, compelled no cutting represents a practically perfect piece of construction. 
the stock lengths, so in some cases the forms had A 2:4 mix was used thruout, care being given 
be built without making close fits. To give a fin- to the selection of clean materials and to accurate 
ied appearance to the work, the corrugated sheet proportioning. 
eel with which the structure was to be roofed, was The owner contemplates finishing the basement in- 
sed as a covering for the floor forms to prevent a terior in the most approved modern manner, using 
leakage of concrete. This worked out well, and fur- concrete for floors and for stalls. By so doing, the 
hermore, gave an attractive appearance to the under stock quarters will be given the highest possible meas- 
side of the floor, which, of course, was the ceiling of ure of sanitation, a feature which is of importance 
the basement, due to a reproduction of the corruga- equal to fireproofness. 
tions in the steel on the concrete surface. Some persons still condemn the use of concrete 
The slabs are reinforced with 14-inch square twisted floors in stock stalls, claiming that they are too cold 
rods, running lengthwise, and spaced 5/2 inches center for stock to lie upon, and hence may cause rheuma- 
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to center, while 14-inch square twisted rods, spaced tism and, in dairy cattle, other objectionable stock 
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View Showing Concrete Foundation as Carried Up for First Floor and with Timber Frame Erected. 
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ailments. There is room for quite a difference of 
opinion on this subject, yet many noted stock raisers 
express themselves emphatically in favor of concrete. 

Where the concrete floor lies immediately on the 
natural soil, which may perhaps be moisture-retaining 
and hence will become cold in winter, concrete floors 
may become objectionably cold. But a concrete floor 
should not be laid immediately on natural soil, which 


Concrete Floor as Placed Over First Floor and Under Hay Mow. 


tends to retain moisture. Rather a floor base should 
be prepared by excavating 8 or 10 inches and substi- 
tuting for the natural soil thus removed an equal 
depth of clean, well-compacted gravel or cinders, which 
will act as an insulating material, especially if con- 
nected with drains that will prevent the accumulation 
and retention of water beneath the concrete. For 
those who object strenuously, however, to using con- 
crete for stable floors, there is the alternative of plac- 
ing on top of the concrete some one of the several 
tvpes of wood or cork block made especially for stable 
floors. Such construction, however, cannot be so san- 
itary as the impervious concrete, yet of course it is far 
better than an earth floor or even the slat stall floors 
which are sometimes used. The latter soon become 
saturated with stable wastes, and wear out and must 
be replaced, therefore they represent both insanitary 
and impermanent construction. 


T 
Pick-Ups on the Job 
By H. J. Blacklidge 
A LWAYS buy the brightest colored pencils you 
A can find. If you drop one in the shavings or 
trash it can be seen instantly, without having to get 
down on all fours and paw around in the dirt. 


Е ILED to a sharp point, a broken nail set makes а 
dandy prick punch. Or break it off close up to 
the knurl, file properly (drawing the temper if it is 
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too hard to file), re-temper and you have a g 
center punch. 
I SAW a fellow have a streak of bad luck and bre 
all his drill points. He said never a word, | 
took a six-penny finish, hammered it to a chisel poi 
filed off the corners a bit and—went ahead drilli 
It worked perfectly for thirty holes. If the chu 
will hold nails it would also hold the bradawls fron 
hollow handle. 
к have your oil stone try to navigate tli 
whole bench? Especially when you were in 
hurry? Take the stone out of the case and drive 
tack or flathead thru the bottom so it will project a 
sixteenth, in each end, replace stone and go to it 
Or, if you have a metal case, glue a piece of sand- 
paper to the bottom. And, by the way, old Le Page's 
liquid won't stick to metal very well. But if you use 
shellac you will find it will stick—till the pond freeze: 
over. Remember this when you run out of cement for 
your bicycle tire. Shellac is the best sticker I ever 
found for connecting with metal. 
OT long ago the boss fired five men because they 
L did not have tools enough. Young man, buy 
tools! And then again, Buy Tools! And again, I 
say unto you, BUY TOOLS! Never mind about the 
old crabs that howl “Hardware store!” Before night 
you will have the satisfaction of having them come 
around and want to borrow something from you. My 
partner once told one of these fellows he would not 
loan him a pleasant smile. You can use your own 
judgment. Some men would split the shingles by hand 
as their grand-dads did, if they could. I should say 
that ten out of every twelve numbers of the “A. C. & 
B.” advertise some new tool. Father says, to most of 
them: “Well, that's not bad.”  Grand-dad says, 
“Humph!” through his nose. But let's have the brass 
tacks— 
V 7 HY spend twenty minutes chamfering the cor- 
ners of a porch post to gauge lines when it can 
be done in five with a chamfer gauge costing two bits? 
ү 7HY plane and try with square, plane and try, 
plane and try—when once over with a plan 
gauge will make it dead sure? Ever try to joint a 
board with a smoother? Same principle exactly! 
Costs a dollar. 
HY bore, pull out and look; bore, pull out and 
look—and then seven more times, when a bit 
gauge would make forty holes all exactly the same 
Costs from fifteen cents to six bits. 
Ws chisel mortises by the hour when a dolla 
and a quarter router would do it—well, not t 
the minute, but 'twould save very nearly half time « 
a job, besides getting the mortises all of an accurat 
depth. 
V ҮНҮ drive screws by twist of the wrist when o: 
shove will make three turns and can be dor 
in less time than one turn? May the Lord bless t! 
spiral ratchet! 
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Large Farm Dairy House 
On farms where a large number of 
ws are kept a separate dairy house, 
ült after the plan shown in Design 
316, is well liked. 

This dairy house is thoroly well built 
th a concrete foundation, hollow 
oden walls and a good roof. The 

crete foundation is solid and extends 

ll down below frost. 

The floor of the dairy house is thicker 
than ordinary farm floors. Commencing 
it grade, the ground is leveled and wet- 
ted down with water to pack as solid as 

ssible. A layer of cinders is then put 
wn about three inches deep. The cin- 
rs are carefully leveled and lightly 

unded with the object of making a 
гу, cushion foundation for the concrete. 
rhe concrete bottom may be a coarse 
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ure about three and one-half inches 
The floor surface, however, is 
carefully made by using high grade 
mixed with lively cement in pro- 
ions of one part cement to two parts 
This makes a waterproof floor 

a hard, smooth wearing surface 
ve the wall the building is con- 
ted of studding, building paper, with 
ards or drop siding outside, and 
nside is finished with good quality 
arrow matched ceiling. The sides 
overhead are built in the same way. 
ie roof also is made double by 
ling the rafters on the underside to 
the attic part of the building cool. 
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There is a ventilator window in each 
gable to keep a circulation of air moving 
over the dairy room at night. These 
windows are hinged and operated by 
cords running over pulleys. 

The plan of the dairy house includes 
rooms for the boiler and engine, sepa- 
rator, cooler and refrigerator, with 
places for the Babcock tester, bottle 
washer and other small utensils and ma- 
chines. The arrangement is intended 
for putting up high grade bottled milk 
and cream and perhaps to churn the 
surplus into butter. 

А farm dairy to supply certain special 
lines of trade requires some provision 
to take care of the surplus. The flow of 


milk varies in the best managed dairies 
If a farmer has a contract to supply a 
certain quantity of milk or cream daily, 


An efficient farm dairy house to handle bottle milk business. 
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he has to have a little more milk than 
necessary to fill the orders. The surplus 
may be worked into butter to better 
advantage than any other product, be- 
cause butter may be sold in any quantity 
at any time. Also good farm dairy but- 
ter that is made under facilities for 
turning out a fancy product usually 
brings good prices with unlimited de- 
mand. 

A dairy business handled in this way 
requires a larger dairy house and more 
machinery than when the milk is sold in 
bottles or tie cream is shipped 
and the skimmed milk fed on the farm, 
but there is a chance to make 
ready money by following up the dif- 
ferent lines of manufacture to get a 
profit from as many branches of 
business as possible. 
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We can 


furnish complete set of blueprinted working plans and typewritten specifica- 


tions for only $7.00 per set. 


When ordering, ask for Design No. A316. 
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Hollow tile one-story stable for beef cattle and horses. : 
We can furnish complete set of blueprinted working plans and typewritten 
specifications for only $10.00 per set. When ordering, ask for Design No. А2 
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Size, 100 by 36 f 


One Story Tile Stable for hay, etc., 15 feet in width. cline of the ground on the side wl m 
Cows and Horses The manure and feed carriers run the stable was built, which causes t 
Some dairymen prefer a stable with- crosswise back and forth, as indicated levels. The entire ceiling above 
out storage overhead. Тһе accompany- by the dotted line on the floor plan. The horse and cow stable is plastered 
ing illustrations of Design A283 show а building is constructed of hollow struc- three coats of plaster on metal lath. 
thoroly well built dairy and horse stable tural tiling up to the eaves. A silo 12 horse stable floor is level and mad: 
36 feet in width by 100 feet in length. concrete, but the stalls have an ex 
] IMD f c« " dra Р a 
In this plan the stable alleys run the JMP floor of cork brick. A good ventilat 
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Construction Details of Hollow Tile Stable, Design No. A283, Illustrated on Opposite Page. 
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A TALK TO THE BOYS, WITH ILLUSTRATIONS SHOWING THE NEAR A-KIN OF RAFTER FRAMING TO 
THE LAYING OUT OF STAIR CARRIERS WITH THE AID OF THE STEEL SQUARE 


By A. W. Woods 


Е are going to talk to the boys this time and 

will ask the older chaps to stand aside for the 

time being till we get thru with our say, for 
they might come back at us and say: “We know 
better, for we have been there.” But anyway, we 
want to talk to the boys and we want to have their 
undivided attention. So here goes. 

Did you ever stop to think how near a-kin stair 
building, or rather the laying out of the stair horses, 
is to rafter framing? 

We say horses, because that seems to be the name 
they generally go by, but we never could see why, 
unless they be compared to the beast of burden in 
carrying weight. If so, why not call them carriers, 
for that is what they are; they not only carry their 
own weight, but they are subjected to besides, both 
live and dead load. So, hereafter, we will refer to 
them as carriers. 

In the first illustration is shown a carrier in posi- 
tion. It is formed from a 2 by ro-inch or 2 by 12- 
inch joist, according to strength required. The runs 
and risers are shown laid out on same ready to cut 
out, and if we consider them to be 12 and 7, as shown 
by the square, it would be just the same as running 
the square for finding the length and cuts of the 
common rafter and when set up in place, it would 
show the same as the common rafter, only that it is 
cut out of heavier stuff. 

The second illustration shows a rafter of same run 
and rise as in the first instance; and the steel square 
is applied the same number of times and in the same 
proportions to determine its length as in the former 
illustration, 

But you say, the tread of stairs is not always 12 
inches, which is true, yet the principle remains the 
same. The only difference is, the square is made to 
fit the occasion. The run and rise in either case must 
be known factors before the runs and risers can be 
laid out, or the length of the rafter determined. 

In the case of the carriers, the respective treads 
and risers must be of equal parts, that is, the total 
rise should be divided into parts as desired for the rise 


of each step; and in doing this, it is rarely ever that 
these parts result without fractions and ofttimes they 
run into very minute parts, so much so that the stair 
builder discards the steel square because the fractional 
divisions are not to be found stamped on its face, and 
so he proceeds to lay out what is generally called a 
pitch board, which is nothing more nor less than a 
right angled triangle cut from a thin board with base 
and altitude equaling the desired width and rise of the 
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Steel Square for Laying Out Stair Horses. 


step, as found in a mathematical way or by ot 

means. Most stair builders use a pole by cutting 
the exact length of the rise (from floor to floor) a! 
then with spacers, divide the pole into the number 

risers as desired. This being done, another pole 
used to find the width of the individual treads. TI 
is not so exacting as in the case of the rise. 

We once heard of a fellow building a stair. He ¢ 


{ 
Oll 
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nicely (in his estimation) till he got up to the 
jst tread, and then he concluded to ask the boss for 
nfo mation and so he called to the boss: “Do you want 
two little steps up here, or one long one?” It is safe 
t v that the boss did not want either, or his serv- 
iny longer. So to make it more emphatic, we 
change the word “should” to “must” be equal. 
But as we said before, in the total run of the carriers, 
this is not so exacting, since a little one way or the 
does not usually matter, unless it comes between 
fi points. 

framing the rafters, it is the general custom to 
take so many inches rise per foot run of the rafter, as 
- 8, О, IO, etc., as there is no need of running into 
mns unless it be where different pitches are used 
e same roof, and even this, as a general rule, 
ld be avoided, as it usually shows bad taste; but 
ions in the run of the rafter is a common thing; 
ct, more common than otherwise, but this is an 
easy matter and should not be allowed to bother at 
l, as the length of the rafter will be taken care of 
e manipulation of the square at the last placing, 
v laying off the seat instead of the plumb line and 
then by sliding the square along this line either to 
the left or right, for addition or subtraction, the 
unt of the fraction, whatever it may be, and lay 

off the plumb line for the proper cut. 


In the case of the carrier, the treads are usually 
inches and the square is handled 
' same way as for finding the length and cuts for 


T 


nade 914 to 10% 


AMERICAN CARPENTER 


4. W. Woods and His Octagon Summer House, Construction of which was Illustrated in the January, 1915, Builder. 
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the common rafter. In other words, if one under- 
stands the framing of rafters by the running or plac- 
ing of the square, he should experience no trouble 
in laying out the stair carriers, or vice versa, and yet 
it is generally considered that they are wholly different 
branches of carpentry work. In saying this, we do 
not wish to be understood as having reference to stair 
building in all of its art, but simply to the framing 
of the carriers. 
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"Р 
From January to October 
HE accompanying half-tone photo shows part of 
the residence of Mr. A. W. Woods, our Associate 
Editor and Steel Square Expert. 
summer house which was shown in our January, 1915, 
number. 


This 15 the octagon 


The photograph was taken late in September and 
shows the wonderful growth of the grape vine which 
completely covers the whole top of the summer house 
and hangs in festoons nearly to the ground. Just in 
front of the summer house is a bed of magnificent 
cannas, some idea of the height of which may be 
obtained by comparing with Mr. Woods’ picture 
standing just to the right. 

In the foreground and alongside of the walk is a bed 
of asters in full bloom and of many colors, but Mr. 
Woods says only the lighter colored ones show up 
prominently in the picture. In their midst is shown 
Thomas Vance, Jr., who is admiring his grandpa's 
flowers 
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x By Wm. C. Jasbury 
A RADIAL GAUGE—I have in mind carpen- Р I 9 it top | 
or rather a woodworker's radial gauge, or in 7 | | e OE some at thi 
ae ut | 
er words, an instrument to give the joint cut ot a | | / only. You 
le. To build a ring, say a well circle 40 inches PR | ^ — everything 
diameter, out of I-111( h materi: |, with a 4 inch rim, Bowling Pins Banded with Rubber to Cut из enen 
four parts, or quarter circles. Suppose the board Down Noise. Even the 
extra wide and a longer piece were sawed out, img alley man 15 made to put mufflers on his p 
act, various lengths. When the man who was to order to reduce insomnia in nearby hotels to a 
t them together got at it, he would have to guess imum 
the end cuts, or lay them out with the aid of a SOME MORE JjOINTS—WMany times ti 5 
dius rod, or use а ЖамаПе miter box, or use thi lave bee: 
A LI P 4 
e tool I am about to describe. f } aka 
. я а į ^ є 
It isa piece ої hardwox d Or inch thick, 3! | в [ 3 3 le) SO ds 1 to 
ж . K v 
ches wide and about ro inches long, cut as in illus- Û . weaken t | 
د‎ " & 
| B 4 1n mortising 
D Toe 
/ И » » | much, g 
| E 5 FLATS i za ! the "ERIS side 
^ в! b b У S1 d ( 1 $ 
oe 4 ! А 
| RAIL i shown in illus 
B | tration, Opel 
4 1 „гт 
- = J і space, А, being 
те? a agile ne ` УЧ РУЗ! 
Double Tenons оп Rail Make Less Mor- called relish, 
tising on Stile. and В, “tenon 
І saw a cabinet maker working a joint for a piece 
N Me of fancy turned work, of black walnut and white maple 
N glued together, then turned. Here is the joint | 
\ ] 
| \ turning. 
| 
K 4-0 3 "e I = pa 
\ f f an — + у a 
/ f zum E cu / 
| é 1—84) У < 
^ A OW a T \ 
| —$ 
Home-Made Gauge to Give the Joint Cut of a Circle ч \ 
: A і , Joint Made Betwen Black Walnut and White Maple Befoi 
ion. With the aid of a pair of 14-inch dowels Turning. 
| O 1 0 S ( > е ) tl ] ) 1 ] 
ch longs, the t ol 1 d ne Kee] tie dowels ur Here is one that puzzled vours trulv. A sh 1 
st the circle р о акы кты 7 hinh à 
nst the circle and mark along the edge, X, which handed me a double dovetailed corner: asked ти 
) ] Q } he г iy » f } ( le ó 
grees with the center line of the two dowels. ү would make a couple bushels of them. I def 
1 М n . mints towar + ~ А T 4 À : 
ine, X, always points toward the center of the my answer for reasons known to him not. The 


tails are cut in the regular manner except the 

tails on the end of A are cut similar to В. The 
annot be put together the regular wav. The w 
was made was to hollow out the inside of piece 
the joint, force the joints together in an acute 

bringing the angle around to square or go deg 
then glue in a piece of veneer (paper thickne 
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AN OLD-TIME BARN- 
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~ C, covering up the open 
cuts at angle. The veneer, 
C, to be ripped off the in- 
side face of B before the 
operation. This joint, to 
my mind, is impracticable 
as far as its construction is 
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Doble Dovetailed 
Corner, 


E 


concerned. This only shows 
what done with 
wood, tools and man, all 


working in unison. 


can be 


lous 


Recently I visited a 
in New Jersey and while in the barn I was much 
ed in the manner of construction. The woman 
premises informed me that the barn was built in 
[hnk of a 


wooden building standing 122 


indition and still being used. Of 


t:l] 1? 1 
= | ) C 
11 1 OO0( 


ve have all seen buildings older, but I am 


g about this one. The frame, as I examined it, 


| to be white oak, cut on, or near the premises, 
neighborhood seemed even at this time to be 
ocked with this valuable wood. The beams 
' and 24-inch and 28 feet long and, of course, 
ut by hand. The posts were 8 by 12, braces 

S, all mortised and tennoned together and draw- 
Ihe formations of the beams, braces, etc., 


doubt planned out by some master framer of 


Ihe same sized building of today would 
onstructed in some localities of steel beams, etc. 
loubt when raising day arrived, there was a 


ind as tlie custom used to be, when the raising 
there was a jollification that bore no 
New 
\pple Jack, no doubt that 
ige had Grape Juice hanging on the ropes. 


iS OVC 
blance whatever to a local option affair. 


being the home of 


| stated before, the joints of this barn were 
pinned, meaning when the mortise and tennon 
t together, a hard wood pin is driven thru the hole 
a bit out of the with 
le thru the walls of the mortise, 1. e., closer to 
ioulder of the tennon, so that when the pin is 
in (which has a sharp point) it pulls the tennon 
the mortise, so that the shoulder comes up tight. 
spend some time in a barn constructed of such 


e tennon, bored center 


r, not only appears odd from a mechanical angle, 
uche: Days and 
were used to do this work, with tools that todav 


a sentimental chord as well. 


seem primitive. 


FANCY NAIL BOX 


-I know where there is a 


nail bench box 
made up of cups 
turned out and 


- put in a flat frame. 
Each cup or hollow 
block contains dií- 
ferent kind of nails. 
l'he 


uses and offers more praise for it than is due 


owner claims 


notype machine 
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Court Decisions Affecting Builders 
By L. R. W. Allison 


Construction of Buildings on Residential 
Streets 

Supreme Court Justice Charles W. Parker, New Jerse 
has recently rendered a decision of far-reaching importance 
pertaining to building construction on residential streets 
This decision is particularly applied to a city law adopted by 
the Board of Commissioners of Jersey City, and sets aside 
such law as a restrictive measure of prohibitive character. 

rhis law, arranged to cover the protection of property on 
residential sti vided that n 
could be built, erected or moved upon any 


building of any kind 


eets, pr 
land in the cit 


so as to be in front of any private dwelling, or in any w 
such dwelling, unless a special per- 
that no 


of business could be made without per- 


to cut off the frontage of 
)btained. Also 


Structure t i place 


mit was change from a reside 


mission from the building department 
In holding this law as not legal, the Court stat« it a 
city in restricting building operations by adopted la са! 
ly restrict the operations with a view to the preservatiot 
f li nd health and in the interests of safet In the 
l l, it is clearly shown that the adopted law ceed 
the limits ` the power of the State, s neithei ety 
hh are involve 
Go further into discussion, the Court says that it would 
be in some respects highly beneficial if a residential s 1 
uld be lawfully prot« cted action of the сиу authoritt 
to prevent the est blishment of unsightly building extensi 
so as to break up the building line of a handsome str« | 
Jersey City law, however, is not practical for this pu 
tions raised neighboring residents w 


and the obje 
i standpoint of obstruction of 


Contract on Conditional Bid Not Legal 
New Jersey, ha 


in important decision canceling a contract award made uj 
nditional 
a proposal with any conditional provisio1 


The State Supreme Court handed dow 


a bid which carried ‹ features of acceptance. The 
Court savs that 
is really no bid at all, but an offer based upon a matter « 


choice. This decision affects a very common form of buildi 
proposal and puts a clearly defined legal view upon bi 
the с 

In the particular cas: 
tract award for a new school building at 
was considered. The local Board of Education recently 
advertised for bids for the erection of this structure, 
specifications including ten separate items, among which the 
concrete and masonry work were listed as individual featur 
of bidding. 

The successful bidder, in the judgment of the school board 
entered bids for two items of $9,500 and $56,880, in order men- 
tioned, or a total of $66,380; the bid included a stipulation that 
the first figure for concrete work was conditional on obtain- 
ing the contract for both items, and if the contract for both 
items was not awarded, the sum of $1,000 should be added 
to the bid for concrete work, making a total of $10,500 for 
The next bidder submitted a proposal of $55,913.77 
‘onstruction. The 
(810.500) 


nditic nal class. 
the n- 


Bergen 


Court 
North 


brought before the 


this item. 
rk and no bid for concrete 
bid f 


for masonry w 
sum of this bid and the separate r concrete 
totaled $66,413.77, or more than the 
irst Accordingly, the 
to the contractor submitting the conditional bid 

In the Court's decision it is set forth that the 
bid by this action of the school board was not, in truth, th« 
low bidder, and that this bid, not being legal, makes neces- 
cancellation of the contract award 


Newark, N. J 


entire proposal of the 


1 


bidder. board awarded the contract 


successful 


sary the 
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How to Build a Roll-Top Desk 


AND INTERESTING PIECE OF WORK FOR THE POWER CABINET SHOP 


[Decemb: 


By Hugh H. Chambers 


Power Shop Craftsman, Mahonington, Pa. 


furniture be put in the best possible condition for painting, 

because if it is not an unsatisfactory job is sure to result. 
No matter how careful one may be in the fitting and putting 
together or how beautiful the growth may be, if the cleaning 
or dressing is not thoroughly done disappointment will 5e 
the result. 

The wood should be gone over carefully with a smoothing 
plane, then a cabinet scraper, next No. 115 sand-paper, and 
finally with No. 0. This should all be done before any part 
of the building of the piece is begun except, in making the 
desk, the parts that are glued together should be planed off 
after they are put together in order to smooth off any joints 
that may not be even. 

The desk herein described is made of oak and while of 
an imposing appearance can be made by any man possessing 
an ordinary kit of carpenter tools. The first thing to do is 
to cut the pieces for the top and the writing bed one inch 
longer than the finished desk, in this case 63 inches. This 
is to allow for the final dressing. The 14-inch piece on the 
extreme top is made of two 7-inch boards jointed to a 
perfect fit. Three dowel pins are put in an equal distance 
apart, then glue it up and let it stand in the clamps for 
24 hours. The part just above the drawers is 26 inches 
to make it, proceed as above. These should be made 
first and laid inside so that the glue will be dry when they 
are needed 


I T is essential that the wood used in making a piece of 


wide ; 


Nerviceable Roll-Top Desk Made in Author's Shop at Mahonington, 
Pa. 


Next make the lower section; this is made by first cutting 
four pieces 7$ х1!6 x30 inches and seven pieces of the 
same material 12 inches long. This is nailed, as shown on 
the detail, between the 30-inch pieces between the drawers 
on one side and between the door and drawer on the other 
side also at the top and bottom of each section. 

Next the end sections are made by first cutting two pieces 
of 1х 10 19 inches long, and three pieces of % x 4 30 inches 
long. Lay the two pieces of 1 x 10 upon the bench 3% inches 
apart and nail the piece of ZZ x 4 upon the 1х 10 allowing 
4 of an inch lap upon the 1x10. Then put a piece of 
% x4 upon each side, allowing them 14-inch lap. The other 
end is made the same way. 

Now take the top and mark 30 inches each way from the 
center and mark square each end upon what will be the 
under side when finished. Now measure in 145% inches from 
the marks, and square across and fasten on a piece of soft 
wood 74 x2 to nail the 3$ oak flooring or ceiling to. After 
this is done, set up the end section and nail down through the 
top into it. After this is put on each end square them up and 
brace them temporarily putting the brace upon the bac! 
Then put the front section on, nailing it into the side section 
also through the top. 

Now the short pieces marked A A A can be cut a 
nailed into place keeping the lower ones up from the bott 
415 inches. Now the back can be lined up with 3$ y. p. cei 
ing or 3$ flooring. The yellow pine is much cheaper tl 
the oak and can be stained and filled so that it will mat 
the oak nicely. After the back is lined, nail a piece of soft 
wood across the bottom plumb down from the one tha 
nailed on the top. Now the inside can be lined; aíter the 
lining is put on, the base, marked B, can be put on. T! 
is made of 1x5 beveled off to a 45-degree angle o! 

If the back is paneled and finished this can be run 
as the back comes and a mitre cut on it there. If the back is 
not to be finished, it can be cut off square. Where the 

s to be used for home use or set up against the wall i 
immaterial whether it is finished with panel work or 1 

if not paneled it should be closed with 34 ceiling. 

Next, the drawer slides can be put in. These 
as shown on detail. Now we are ready for the top. 
take a piece of 1% х 10 and saw two pieces as show! 
detail marked C, after this is done rip them in two. 
will make four pieces %-inch thick. Now take two of t 
and saw them as shown at D to make a track for the : 
to run in. When these are put in place they should be ! 
7$ of an inch apart. The top section is now made by gl 
and doweling three pieces of 1x10 together, then put 
on the piece marked C and cutting off to the edge ot 
then the 14x4 is put on as shown оп the detail. Ar: 
the circular places mould should be worked out bv hat 


1 


1 


1 


zl 
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t 
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shaper to fit. It can be kerfed, but does not make a 
lass job. After these end sections are made they ar« 
then the back is put in of two pieces of 1 x & oak 
5 inches long. The roller for the top is now put in 
round piece 3 inches in diameter and 55 inches long; 
ird wood pins are put in the ends of this to turn it 
earings which are also made of hardwood 2 inches wide 
hes long, and inch thick, with depression in top 
ller 
hen the top is put on and nailed down through into 
nd sections; after this is done the pidgeon holes аге 
and set in as shown on the detail. \fter this is done 
pieces of 16 x 37 are glued in place on the end sections 
hown on the detail; these cover the ends of the pieces 
in the end sections and give it a finished appearance. 
the roll-top take a piece of heavy canvas and on one 
glue and tack well a piece of 7$ x 2 5434 inches long. 
glue and tack the 7$ х 14-inch strips on it, keeping 
of an inch apart, after this 1s made it should be 
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weighed and two weights, each one one-half the мет 

the top should be attached to the ick edg [he t 1 
now slid through over roller from the back towards 
front, and after it is in the handles are put on. These 
made by turning out a piece one-half of which 1s show 


the detail and ripping it in two to make the two handles 
[he drawers are now made as shown on the detail Г 

heads are ak and the rest are white pinc inch thick 
The door is made of oak, the slide stiles are 1V; х 1 

the bottom rail 21⁄4 х 114, the top and bottom rail are mor- 

tised into the side stiles, before putting together th rails 


and stiles are plowed '4 inch deep and inch deep for 
panel which is put in before it is glued up. The brackets 
under center drawer are made of ak, as shown 


detail; the ones above are of 54 material 
In the desk I made for my own use the drawer on the 
left hand side is divided into four compartments and is used 


for valuable papers such as insurance polic ies. etc it ts 
also fitted with lock 


SEC. THRU PANEL YORK 


5 
iii = L^ 


DETAIL oF DRWS 


GUIDE OR TRACK 
FOR ТОР TO SLIDE 
IN- Vf APART 


| ||| 
ibit 


Т 
| 


ирне 
DETAIL OF BEARING FOR ROLLER 


MOLD STOPS AT 
ЕМО Of DRAMER 


س 0 سس ey‏ سسا ب س = 
FRONT ELEVATION‏ 


Dimensioned Working Drawings of Roll-Top Desk Illustrated on Opposite Page. 


SECTION THRU DESK 


Enp ELEVATION 


Neat Book Case, with Leaded Glass Doors, Made by the Author. 


The compartment below it, with door on it, is used for 

The large drawer in the center is used for draw- 

ketches, etc. All the drawers except this one 

ed with wood knobs. The two small drawers above 
ar r stamps and stationary. 

ld this desk a better job can be had by raising 
all shaving for each nail, and after driving the nail 
having down again. However, good results can 
he а | ising putty if care is taken in coloring it 

lor of the wood. In using the paste filler it is 
put | ed to stand a short time and rubbed off, the 


4 


«O 
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varnish should be put on for at least twenty-four hours aft 
it has been filled and should be allowed to stand for at lea 
thirty-six hours between coats. 

Below is list of material and cost: 


32 ft. 16 х 4. 

IB. Is 4. 

SE 1x10. OAK. 
30 ft. 1 1% x 10. 


32 ft. panel mould. 

36 pieces 74 x % 54 inches long, to make the roll top. 

1 piece, 14-inch thick, 13 inches wide, 18 inches long, 
for door panel. 

16 ft. 1 x 177. 

20 ft. 34 y. p. ceiling 

36 ft. 5% w. p. for drawers and pidgeon holes. 

If back is not paneled deduct 11 ft. of 1x10 and 
add 30 ft. % y. p. ceiling 

Hardware and paint 

1 Ib. dark oak filler. 

1 pt. varnish. 

1% Ibs. 8d. finish nails. 

1 1b. % brads 

1 pr. 27; x 215 brass hinges. 

1 drawer lock. 

1 pt. liquid glue. 

134 yards of heavy canvas 3.00 


€» 
—_ 
N 
€- 


In regard to securing work I have never yet found it 
necessary to go out and solicit. I depend wholly on courte- 
ous treatment, work well and a reasonable 
keep the shop supplied with work. Must sav it has never 
been idle very long. During the winter months, when there 
is not much of a demand for furniture, I utilize the time 
for getting out stock for swings, screen doors and window 
screens, then when an order comes in for such things it is 
a small matter to cut to size and put together. In this wa 
a lot of time is saved, for it is almost certain that there will 
be a demand for window and screen doors in the 
early part of the summer, and they all want them in a hurry. 


done, pri е to 


screens 


In this business as well as in many others the credit system 
is a bugbear; however, this is partially done away with by 
allowing a 5 per cent discount for cash. The loss so far 
has been very small, never over 5 per cent of value of work 


turned out. 


Cost Reducing Dry Kilns Built of Hollow Tile 


By Edwin G. Zorn 


ІЙ: iar West as a lumber producing center is 
familiar to nearly every user of that material. 
Washington and Oregon, particularly, furnish 

re portion of the annual lumber production in the 
nited States; and so the cutting and drying of green 

timber is an important industry in those states. 1 

follows that the construction and operation 

f dry kilns has furnished a subject for considerable 

experiment in this region, the results of 

of more than passing interest to the man 
in wood 

iln designs built of different kinds of mate- 

tried with varving success, but the 

t striking results have been obtained with the 


1 1 
OlloWw 111 


kiln, the number of which is rapidly grow- 


ing in the Northwest. 

The accompanying illustration shows a typical nor 
coast dry kiln built for the Mineral Lake Lumber Ci 
at Mineral, Wash. Its walls are constructed of hol 
low clay building tile eight inches in thickness w 
12 inch pilasters, and laid on a concrete foundati 
This is the third installation of this type of kiln n 
by this company and in each case experience | 
proven this construction to be entirely satisfactory 

In dry kilns as usually constructed there is a lat 
amount of heat wasted due to poor design and lo 
construction of walls. But the escaping heat 1s 1 
the only loss suffered in the use of poorly built kilt 
The very fact that the heat in the kiln is constant 
passing through its walls means an uneven temperatu 
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Hollow Tile Dry Kiln of the Mineral Lake Lumber Co., Mineral, 
Wash. 


the inside, which in turn, results in checked lumber 

1 a longer drying period, owing to the operator’s 
nability to get the maximum good out of the heat 
ivailable. 

In a kiln the walls of which are built of hollow tile, 
e insulating air spaces in the tile act as a barrier to 
the passage of heat through its walls by radiation, 

s producing an even temperature on the inside with 
It has been found 
that lumber drys very quickly in a kiln of this type 


minimum expenditure of heat. 


h the smallest amount of checking. 

Not only does hollow tile make a money-saving dry 
In construction but it also gives a fireproof structure, 
advantage not to be undervalued in a lumber yard. 
hat this feature is worthy of consideration was 
ionstrated a few years ago at the yards of the Baker 
ite Pine Lumber Co. at Baker, Ore. This company 
a kiln built of hollow tile and located in the south- 
corner of its drv sheds which cover three and one- 
f acres of ground and in which were piled at the 
e in question a million and a half feet of select 
\ fire started in this lumber with the wind 
wing from the north and almost directly over the 


iber. 


Although the flames completely enveloped this 
icture, it suffered no damage beyond two warped 
ks and a badly scorched roof, which was covered 
th a patent roofing. Meanwhile on the inside of the 
‚ the thermometer registered 192 degrees and no 
age whatever was suffered by the lumber which 
drying there. 
| successful has been the use of hollow tile in the 
struction of dry kilns in the Northwest, that the 
irance companies of Washington now allow a base 

on these structures when built of this material, 
lowest rate being allowed on eight-inch tile walls 
pilasters, or on thirteen-inch solid walls. 


T 
Off Days 
| VERY person who has the natural powers of ob- 
servation has before now had what is called *Blue 
This 


t a myth; neither is it the result of reverse imagi- 


lav" or “off day” or “Black Friday,” etc. 
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nation; it is a cold, well-founded fact 
everything a fellow does seems to bring rosy results; 
other days will have the reverse jammed down so tight 
the wheels will spit fire. 


Some days 


For instance, take a man on a building or a man in 
a shop. It may be not only his first day, but it may be 
his “off day." He will lose his rule, break his chisel, 
spoil a job or two, upset something, and numerous 
other miscues. The foreman who is seldom in a posi 
tion to tolerate too much of this jinx business will 
come to the conclusion that the new man isn't worth 
the room he takes up, and fires him. At the same time, 
this fellow may be an excellent mechanic; in fact, one 
who would prove worthy of his hire. I have known 
of similar cases, and so have you, Mr. Reader. We 
all have our right-hand and left-hand days. 


Some men are so well taken care of by the Goddess 
of Luck, they could put in eight or nine hours at 
causing vacuums and get paid for overtime; others 
could work so fast they would set a stick afire from 
friction, and would be docked if they stopped to scratch 
their head for an idea. I suppose there is some long 
drawn out answer to this; but I am not in a position or 
condition to bore for it. 


Take, as an example, the pair of fellows that are 
having a talk fest. The boss rolls around the corner 
unexpectedly. One of the stereotyped tricks is to pre- 
tend you are looking for something; another, he was 
talking about the work; in fact, a fellow becomes an 
inventor so quick he surprises himself. In the mean- 
time the boss is imitating the glue-pot—he is getting 
to the boiling point. Some men don't budge, but carry 
the loaferino to an end, boss or no boss. 
the opportunity of playing all three parts in such a 
drama. Drama is too mild for the case— tragedy is 
better, with the boss in the role as villain. 


I have had 


There are days when a man will work to a firm’s in 
terest; everything he does counts on the profit page 
Other days he can’t get his rudder straight all day 
This is not only the case in a shop or on a building, 
but in an office. Some days the sunlight will penetrate 
the windows of an office and reflect success and good 
cheer in chunks as large as a brewery. The click of a 
typewriter sounds like a Wagnerian composition played 
on a harp with strings of radium. Other days the boss 
and all others feel as though they were buried head 
down in an avalanche of Chicago River mud 


The foregoing only goes to prove that we are but 
human, and to put up with each other’s shortcomings 
and mishaps is the Keystone in the Arch of Good Fel- 
lowship, and the good ship Golden Rule, safe in the 


harbor of Human Nature. Wm. C. Jaspury. 
New Use for Cap and Gown 
“Some newfangled scarecrow you have in the fields 
Hiram?” “No, that’s my son. He insists on wearing his cap 
and gown while hoeing potatoes. He was graduated from an 


agricultural college, vou know.”—Boston Transcript. 
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Our Readers Are Requested and Urged to Make Free Use of These Columns for the Discussion of All 
Questions of Interest to Carpenters and Builders. 


Wants **Boss Carpenter” in Book Form 


Го the Editor Fayetteville, Tenn 


A thought has come to me many times as I have read the 


\. С. & B.” the last three years; namely, that it would be 

very good plan if you would publish the “Noon Hour 
Talks by the Boss Carpenter” in book form when these 
talks are completed. It would be very handy as a reference 
hook. 


I studied structural engineering for some time under one 
f the chief engineers of a large firm in New York City; but 
my instructions were nowhere near as clear as those given by 
the “Boss ( arpenter ; 

If one 


Boss Carpenter" had to say relative to a certain condition 


wants to get any information now as to what thc 


ne has to look thru some thirty-seven copies of the “A. C. & 
B.” to find it CHAS, | MORRELL, Jr. 


“fe 
A Food Cooler 


Го the Editor Harwich, Mass. 
One of the most unique kitchen appliances I have ever 
seen was a food cooler made from an old commode. It was 


that with adjustment eatables could be 


very low 


| arranged proper 
whole ar- 


The 


kept at a temperature even though th« 


rangement remained in a hot kitchen day and night 


nstruction was as follows 
the rear 


the 


\n opening was cut in the back directly opposite 


panel of the drawer and of like dimensions, Then 


top 


PANEL FITS info WinDon FRAME 


AIR TUBE 


ЕМО FITS INTO COMMODE 
Construction of Air Tube, Showing Panel Fitting Into 
Window Frame. 

hottoms of ll the drawers were removed and he IVA val in- 
| screening (about one-half inch mesh) was cut to size 
wd istened their plac s | make these wire bottoms 
nore secure а couple of wooden strips were nailed across 
ron the under side of each drawer Through the 
1 separating the row of small drawers from the empty 
irtments was red a dozen or more half-inch holes 
е м nterior, including. the drawer were given 
\ te enamel Phe tside wa lso enameled, 

| that urse is optional 


ends built to fit exactly the opening in the rear 
the commode; the opposite end being fited to an openin; 
in a panel which in turn was made to fit snugly in the window 


The panel also butt 


Was 


frame and down on the window-sill. 
close against the bottom of the lower sash for which purpose 
the metal finger holds wear removed. This exposed end ot 
the tube was covered with netting to exclude all dirt aud 
foreign matter. The length of the tube depends upon the 
distance the commode has to be placed from the window 
Thus it will be readily seen that with the window raised th: 
desired distance, a current of cool air is induced to circu 
late through the entire compartment and effectivelv cool 
the contents in winter weather. 


L. B 


ROBBIN 


Кл 
Another Fast Shingler 


To the Editor: Bellingham, Wasl 
I read with interest the letters from some of your readers 


about fast shingling. If they would come out to the coast 


for one or two seasons, they would get their eyes opene 


I don't doubt what Mr. Pierce says at all, about his fast 
shingling. My partner, Mr. W. S. Baker, was a shinglei 


work steady, and I ha 
He can put 


trade before he took 
seen him put on one bunch in thirteen minutes 


up carpentry 


on good, clear shingles at the rate of one thousand per hour 
all day long, putting two nails in each one 

We have built seven or eight houses this summer, and have 
shingled everyone in eight hours, with the exception of two 
We put on one roof requiring 12% thousand shingles im 
seven hours, and they were second grade shingles, only 10 
We just finished a play shed at Marietta School 
that required 141/5 thousand shingles, and they had to lx 
nailed with 3d galvanized nails, and this was completed in 


inches clear. 


nine hours. 

| can put on six thousand in eight hours; and I don't claim 
to be a shingler either. Baker will carry eight courses thru 
He has a seat that he straps right on his leg s 
He places his 


at once 
he does not lose any time in moving about. 
shingles right where he wants them, then he breaks a bu 
and takes half of it and places it where he can reac! 
easily, and he never moves more than twice during the wl 
bunches like Mr. Pierce 


time. I always divide my says 


does, and I find it very convenient. I only carry six ‹ 


thru at once. 

[his has been a good vear for us. We started in Jat 
and have heen bus ever пс We have built eight I 
dences, the most of them five-room bungalows, one add 


to a school, one plav shed for the school children, and 

e a brick bl under way. We have furnished our 
plans on all but the school addition, play house and 
Y rs for tter building, Gro. A. Brock 


Brock & Baker, Contract 


Double Scribing Gauge 


Editor Houston, Texas. 


s is a very handy gauge for the carpenter and it can 


ide very easily by any mechanic. It works from both 


5 ind can be made from any kind of hard wood. Walnut 
best, as it stands more wear than any other wood. 
block is 1 inch by 2 inches by 3 inches long. A hole 


tised in the center of the edge 5/16 inch wide by 15/16 


long at the top and 34 inch at the bottom 


the flat side put two holes to take the scribing sticks. 
34 inch from the top and bottom and 9/16 
They are 11/16 inch apart at the top 
the They аге % 


holes are 
from the ends. 


hole and 5% inch at bottom. inch 


Details of Home-Made Double 
Neribing Gauge. 


9/16 inch 


wedge 1$ 5 


wide at the top and 5g inch at the bottom 
16 inch thick, 114 inch wide at the top and 
ch wide at the bottom and 4 inches long. 


| two sticks are made the same size as the holes in the 
brad at one end of 
stick and file it to a point as a marker. The two sticks 

¢ to fit the holes snug and when they are set, tap the 
a little and it will hold the sticks as tight as any 


d there is no danger of ripping the threads on the 


and are 8 inches long. Drive a 


sketch shows the tool complete, all ready to use. It 


` one originated in the old country and found to be equal 
but 
and one in each carpenter's tool box will lx 


CHAS. ScHADEL. 


wood scribing gauge. There are few made in 
ountry 


ly appreciated 


+ 
| Fast Work Laying Concrete Blocks 


Editor: Humboldt, Iowa. 
1 jur October number I read an article about a carpen- 
Ir. Pierce, who can put on a thousand shingles in fifty 
, and Mr. Towne, also a carpenter, who can put on a 
$ tl id in forty-eight minutes. I 
ter and he remarked that he would have to see it 
e could believe it, and wanted to know what I 
t. I told him that I had to believe it because I knew 
were 1 


was telling this to a 


fast in certain line 


trade; but the carpenter could not believe it. 


chanics who very some 


de is masonrv work; anv kind, such as stone, brick, 


all kinds of work. I was laying cement 
the this and he 
many blocks a man could lay in a day. I told him 
not 
16 inches to lay at 


concrete 


same barn as man was, asked 


ild not answer him, as he would believe 


0 blocks 8 by 8 by 


те. 
one o'clock, 


1 him at that time if he wanted to go to town at 


read Не only me, but 


Well, 


laughed at 


thirty o'clock came, I told him I was ready. 
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he said, "that means that vou can lay 600 in ten hours.” 
And that is what I do 
I have just completed another barn, 40 by 70 with 18 


side walls and two hip roof gable ends, in ten days, от 


blocks for ten days straight with two tenders on first stor 


three on second story, ind four on gable ends 
J. H. Maver, Pres 
Humboldt Cement Products Mig. ¢ 


E» 
North Carolina Brick Cottage 


Го the Editor Hendersonville, N. ¢ 
The illustrations accompanying this letter show a five-room 

brick bungalow that I have erected in the 

М. C. for Mr 
The 


mortar 
depth of 15 


town f Brevard 
Branch Tinsley 

made of common brick which 15 laid in back 
The 
brick walls are 


walls are 
% of an inch thick. 
The 


thick with an air space between to keep out moisture 


joints are raked out to a 


inch made twelve inches 


1 
апа 


«KITCHEN: 
9'-6 * 12 


n 


“FRONT PORCH- 


U iU 


* B 
н 
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Arrangement of House, 30 by 32 Feet, 


Built by J. V. Allen. 


Floor Plan and 


dampness. The exterior trim is of concrete, and the roof 15 
made from Edwards Spanish metal tile 

The wood work is of North Carolina pine All that is 
used on the outside is painted white and the interior is 
[he cost was between $2,000 and $2,300 


J. V. ALLEN 


Contractor 


stained in mission 


Mr. Branch Tinsley's House at Brevard, N. 


Co as Completed. 
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Cork Top for Concrete Floor 


To the Editor Tiskilwa, III 

Can you tell me how to put in concrete floor with cork top 
for a gymnasium in school? If I would like very much 
to know how it is don: Е. A. KENNEY 


Contractor and Builder. 


Insiver—hRegarding a concrete floor with a cork top, your 
ibscriber undoubtedly refers to a floor of concrete on which 
is laid either Nonpareil cork tiling or Linotile 
Nonpareil cork tiling is made of cork shavings compressed 
in tile form and may be laid over any smooth base. Lino- 
tile is a composition of ground cork, linseed oil, and the 
necessary color ingredients. It 1s also supplied in tile form 


and is installed in the same manner as Nonpareil cork tile. 


Linctile is sold through our branch offices and agents, while 


Nonpareil cork tiling is handled exclusively by Messrs. David 
E. Kennedy, Inc., New York City. 
ARMSTRONG CORK COMPANY. 
Pittsl urgh Pa 
ole 
Wants House Moving Articles 

To the Editor Dexter, Mo 

І subscribed for your paper the first of this year. 1: ат а 


specializing in house moving, and I hoped 


carpente that is 


e 


ME 
Р kam . 


Remodeled Front, Showing Broad 
Windows and Pleasant Entrance 


to see something on this subject in vour 
magazine. But, up to the present time 
I have seen very little on this subject, 
tside of some one that had something 

t 1! Is there no demand Does no 
wish to read articles on this sub- 

ct Do vou publish a book or know 


of any one who does, on house moving 
I like to read your magazine, and 


look at the advertisements, but that is not of much valu 
to me 

Since [ subscribed for our magazine I have raised tw 
houses and put concrete foundations under them, and have 
moved six houses and ten barns; so vou see this is quite 
live subject with me. This is not quite up to my regula: 
rate f moving for the last 18 years 

Tt object of this letter is to get something started in the 

e-moving line. I would not mind telling how I do some 
ome else would tell a littl re 


CARPENTER AND BUILDER 


Dark and Unattractive Front 
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Suggests Boys’ Department 
To the Editor: Vernon, B. C., Cana 
I think if you instituted a Boys’ Section (perhaps a « 
of pages), fine drawings and specifications of simple 
that boys could make for ornamental uses, and whicl 
add to the comfort of their homes, you would encou 


great number of embryo carpenters. Boys from ten to s 


years old are very keen to make—wheelbarrows, dum ts 
and bobsleds for their own pleasure, and wood and coal $ 
ironing boards, box foot-stools, etc., for presents. I kn 1 
have fine plans of furniture, book-cases, etc., whicl e 


been highly apreciated, but many of these have beer 
the average boy. 

I must thank you for the many pleasant hours spen! in 
reading the AMERICAN CARPENTER AND BUILDER, and trust 
will long continue to publish such a clean, useful and enter- 


taining publication. Curis. В. L. Ler 


> 
Remodeling a Village Store 


To the Editor: Fremont, Oh 
I am sending you two photos of a small store 
before and after remodeling. 
good I have received from just one of the detail plate 
signs taken from your book, called 


b ulding 
You will see by this how much 
le- 
"Rad- 


ford's Details of Building Construction." 
The ideas I have used here are found 
on page 104, Plate 94. This makes a very 
neat little store building.  Evervone here 


likes it. CHas. T. 


Contractor and Build 


Roy 


of Store Building Before Remodeling. 


Cobblestone Fireplace in Frame House 


Го the Editor: Munro Falls, О 

If it is not asking too much, I would like a little intorma- 
tion regarding a fireplace I wish to put in a house t1 
am building. The fireplace is to burn wood and 1s be 
built of field stone or hard heads, with a wood top or shelf. 
The chimney is supposed to be outside, not showing u irs 
and to be built of brick. I want to get all the heat | ble 
and vet not smoke the room. The house is to bi ne 
sided with drop siding, no sheathing 

I would like to know how the woodwork, such as t! me 


ик 


Correspondence Department 51 


"T ing, 1s Joined to the brick to make a tight job. The Answer—Here is a sketch showing details of this proposi- 


s to be 20 feet by 9 feet 3 inches wide. 


I would like tion. There is no charge for this service. We are glad of 


you show me a plan and elevation, and dimensions the opportunity of assisting our readers. You will see that 


v this should be put in. Kindly give me details of how a vertical section thru the foundation, ash pit, and flue is 
it ld be at the joints between brick and wood. Show presented ; also pla: view ої replace, showing cross Sectior 
р! tion and elevation to give best results. and details of construction. Cross section of the chimney at 

ere will be any charges on this, please let me know ` the second floor line is also given. Note that this is an ex- 
b irn mail, and I will forward same. I am a reader oí terior brick chimney tied to the framework of a house by 
y aluable magazine, the AMERICAN CARPENTER AN means of anchor bolts 
B | E. J. SPRIGGEL, The elevation of the fireplace and mantel shows а har- 
Contractor and Builder monious design using field stone EDITOR. 
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Details of Construétion of Fireplace Built with Field Store Face 
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To Prevent Frosting of Store Windows 


| „Ка Borill, Idah 
[ would like to bother vou for a little information if I can. 
| 14 to know how to keep show windows from frost- 
| put i everal store building and their show windows 
e inclosed from the store room: t idea 1s to keep the 
lace fr sting so vou ( see ¢ rvthit that is in the 
[ V 11 1 t 51 
TE е а va ventilating it from the itside without 
ling the | the tront, d keep the frost ff the 
plate glass If so, I would lx ‹ thankful for your 
ткан Wu. В. Вог. 


general recommendation of manufacturers 


$a | 


\\ › furnish 


material for show window construction is to pro- 


vide plenty of openings for the entrance of cold air around 
the sa vhich holds the glass, and to shut off the show 
window from the interior of the store by means of a very 


tight boxed effect. In order to accomplish this result the 
floor and walls should be double, having a good quantity of 
huilding paper between. If glass is used in the partition, 
it should be set with putty and not with wood stops for the 
reason that if wood stops are used they soon warp and 
rink away from the glass so that it rattles and the en- 
closure is not tight. If there is to be a door entering the 
show window, from the store, as most always is the case, 
thi r should be double rabbeted, the same as in the 
construction of an icebox, using rubber weather strips around 
tl enin 
There are times during the fall and spring months when 
v window, even if properly ventilated and enclosed, is 
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Large Two-Story Corn Crib Built at St. Anne, Ill, by 


CARPENTER 


Desire J. Kerger. 
Construction. 


AND BUILDER [Decem 
tilled If 
strikes the glass it will cause the 
before the air from the 
enter and take up this moisture 
A с the cold, h 


to disappear and the windows to remain 


vith cold, damp air sudden drop of tempi 


moisture in the shi 


dow to frost outside has had 


ntinuance of wever, will cause thi 


lear. 


О 
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Well Built Two-Story Corn Crib 


To the Editor: Anne 
Enclosed you will find a photo of a large cornerib 


follows: 44 feet 


>t 


construction. Its dimensions are as 


22 feet high to the plate, 15-foot driveway and 8-foot cr 


his is the second of a series of three that I am b 


this fall, as will be seen from the illustration. I 


belie 


in 


strong construction, the studdings are 2 by 8 inches, and 


the granary joists are 2 by 14's, triple and bolted together, 


the center one being in the form of bridge work and 
tailed into the studding. 
sockets for studs and dragbelt down 
shelling. 


iron the 


center 


The crib floors are of concrete with 


On account of a delay in the making of the foundation, I 


was obliged to frame all of this building beforehand 


the timbers were framed and put in sections and p 


ready to be raised before the foundation was made 
men were at work four days to accomplish the work 


first section was 


Desire J. Kero 


Carpenter and Contr 


n the illustration from the time the 


All Timbers Framed, Painted and Then Raised 


unte 


SI WI 


raise d 


Model Lumber Shed of R. 
Dimensions 101 by 185 


Feet. 


A Model Lumber Yard 
Hillsdale, Mich 


lumber yard all under cover 


ve і Editor : 
¥ Hillsdale. 


the railway 


Mich., 


track. 


there is 


те of the six yards owned by Robert J. Corlett & 


'overed lumber yard is 101 feet in width by 185 feet 


eth, enclosed by heavy brick walls 12 feet high built on 
1 id foundation of concrete. 


The yard is covered with a roof of the monitor type, with 
lentv of windows in the monitor, which throw a cross light 
into each of the building. The light penetrates 

ss and down into each lumber pocket so that the big shed 


side 


enough to show the different grades of lumber even 
dı davs. 


lectric lighting system extends clear around the drive- 


th 16 candle-power lamps placed at intervals of 20 feet. 
ires are run through half-inch gas pipes with a T-coup- 
onnect each light bulb. 


coming in 
Incidentally, it 


precaution is to prevent the wires from 
t with the woodwork and causing fire. 
lower the insurance rate. 
ed contains 67 lumber pockets 10 feet wide each, 
inward 16 feet from the wall on both sides of the 
the driveway. 


s, 17 


ter part 


Next to the lumber pockets are the 
which feet 
of the building. 


feet wide, leaves 32 in width for 


enter, or monitor section of the building really is the 


ture because of the convenient manner in which it is 


of this center contains 
hich 15 divided into two rooms with 
onto the street. 
opening into the two 


as shown in the floor plan 


ont, or street end section, 


spacious office м 
two side 


door opening There are 


th doors side driveways of 
the office is the steam heating plant which keeps the 
fortable in winter 
e office is a shop for cutting glass, for glazing, win- 
< ens, farm gates, and for doing repair jobs. The 
vell lighted in front and at the sides 


big shed is floored above 
and is used for the storage of sash and 


le center section of the 


he er piles, 


J. Corlett & Sons, Hillsdale 
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doors, all sorts of mouldings and 
battens other light stuff of 
many kinds and varieties 

The roof boards are laid diag- 
onally across the rafters for addi- 
tional strength On the roof 
boards is laid a covering of fire 
proof granite 

[he side walls are of 
feet high. The sides of the mon 
itor hip is 18 feet high 
peak is 28 feet above 

Го build this shed, Mr. Cork 
used 800 
loads of brick and 


150 M It tool 


300 squares OI ro ng to cover 


and 


slate roofing 


brick 12 


and the 


ground 


barrels of cement, 300 


gravel 160 M 


feet of lumber 


nd two 


Mich. i 


* 


Cement Silo Work 


lo th« dit Rose I W 


and my 
Fred Nelson 
using home-made forms 


V. D. МсСовр 


[his is a silo, 
on it. It is built on the farm of 


Ind. We ar« 


picture ot a cement crew at work 
near the 


town of Rose Lawn, 


I 


r” 
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Built with Home Made Forms and Mixer by V. D. 
MeCord, Rose Lawn, Ind. 


Cement Silo 


84 
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Bill of Material and Design of 
Alberta Home 


To the Editor 


Nanton, Alberta, 


Canada. 


As I have never seen any buildings shown in your paper 
from Alberta, I am sending you a picture of a house that 
I built in the country a vear ago. The plans were taken 
from your book, “Radford’s Estimating and Contracting." 

Henry GAHN. 

The bill of materials used in house should be of in- 
terest to our readers. It is reprinted here as it appeared in 
“Radford’s Estimating and Contracting” 

Timber, Lumber, Lath, ete. 
105—2x8x14 ft. No. 1 pine S—9x 4x16 Sel. common S28. 
12—2x8xi6 ft. No. 1 pine 1—2x 6x16 Sel. common 528. 
115—2x4x16 ft. No. 1 pine 5—1x 4x16 Sel. common 8528. 
05—2x2x14 ft. No. 1 pine 154, M. red cedar shingles. 
20—2x6x14 ft. No. 1 pine 914 M. common No. 1 lath. 
155—2x4x18 ft. No. 1 pine 3, 540 ft. No. 3 shiplap, 12-14 16. 
85—2x4x12 ft. No. 1 pine 2.000 ft. No. 2 pine sheathing, 

2 бх&х 14 ft. No. 1 pine. 12x14 

2—?x6x16 ft. No. 1 pine 1.800 ft flooring maple, oak, and 
400 ft. No. 1 common pine S25, yellow pine 

Ix10x 16 200 ft. porch floortng, %x4x14, 
300 ft. No. 1 common pine, S28, fir. А 

1х6х16 1,900 ft. 4-in. sugar pine lap 

114x10x12 € finish. siding 

2—1!4x 8x12 C finish. 600 ft .-in. yellow pine ceil- 

14x 6x12 С finish ing | 
22—1x 8x16 Sel. common 828. 253 ft. 3%-in. crown molding 
2—1x12x14 Sel. common S28 100 ft, 214-in. bed molding 
1—1x12x16 Sel. common S2S. 200 ft. ™%x114 cove molding 
16—1x10x16 Sel. common S2S 200 ft. sereen molding 

›—1х 6x16 Sel. common S2S 100 ft. 7% quarter-mold 

Window and Door Frames. 
4 Ww Пот - Рт nt 2-10x5-2 3 frames, 20x24, 2 light 
2 window- frame 1-10x5-2 1 frame, 20x20, 2 light 
1 window-frame, 3-8x5-2 2 outside door frames, ONT 
1 window-frame,1-0x5-2 1 outside door-frame, 2-Sx6-8 
2 nli window-frames, 18х20 
ht 
Windows, 
6—18x260, 2-lizht D. S, windows. 4—20x28, 2-light D. S. windows 
1 TSX US light D. 8. windows L—20x24, 2-light D, М. windows 
1—26x20. 2-lizht D. S. window. 1—20x20, 2-light D. S. window 


) مہ‎ e 
frr аг. 


House built in Alberta, Canada, by Henry Gahn. 


1—40x28, 2-light D. S. window 1— 12x16, 2-lizht D. S. window: 
Ho 1 cht D. S. windows 
Doors and Trim. 
1 front door, x7x1 4 bevel >60 ft. easing, No. 8310 
plate glass 24x40 280 ft. embossed molding. Ni 
1 door, 3x7x1 8412 
1 door, 2-8x7x1%& 204 ft ap molding, No. 8416 
2 doors, 2-6x7x1* ISO ft. head casing, No. S411 
» doors, 2-4x 7x1, 180 ft, fillet, No. S395. 
1 door, 2x7x1%& 50 base blocks, No, 2278 
2 d n 2-6x6-6x 1% 48 ft. window-stool, No. S207 
doo 2-4x6-6x T& 72 ft. window apron 
ld "X6-6x 114 1»6 ft. window-stop, No. SON 
d« Sx6-Sx1 t porch columns, SxS ft, Ne 
| «ke XTX 14 1151. 
| d unb, Sx7 ft 2 colonnade posts, 5 ft. 6 
| x" ft bast 
x7 ft 1 0 balusters, 1%х24 in No 
xi ft. 5 i 2151 
| 8x7 ft. 5M, 1—1!4x8 ft. yellow pine 
: 2-6x6-6 ft. 515 іп 1—1x10 in. X 16 ft. yellow pine 
42S f bas olding, No. 8420 cupboard doors,1-Sx4 ft. 
128 ft. base, No, 8421 2 cupboard doors,1-8x2-6, 
{28 sl e, No, 8422 
Foundation, Plaster, and Chimney 
) Is stone 11 bbls. lime 
t n locks | bt ement 
17 ks plaster 1.100 brick 


CARPENTER AND BUILDER 
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Hardware. 


100 ibs. 10 d. wire nails. 

122 lbs. 8 d. wire nails. 

107 lbs. 20 d, wire nails. 
9 lbs. 6 d. wire nails. 

62 Ibs. 3 d. galvanized wire 
nails 

»* Ibs. 3 d. finish nails. 


AJTCHEN 
fox 


BED ROOM 


|| Pa xeo 


DINING ROOM 
HALL 40°00 
BATH 
ge music жоом LIVING ROOM | 
| vid 
== M сд = 
FIRST >. ^ AN 


1 single 
ft. opening. 


sliding-door o 


1 single sliding-door lock 


1 doz. 


1 doz. sash-locks 
drawer-pulls. 


door butts, 34x: 


1 doz. 
18 prs. 


cupboard catches 


Floor Plans of House Built from Plans in *Radford's Estimating 
and Contracting.” 


12!5 Ibs. 10 d. casing nails 
53 Ibs. 8 d. casing nails 
23 lbs. 8 d. fin, nails 

25 lbs. 7 d. box nails. 

135 inside door lock sets 
12 doz. *& screws 

2145 lbs. 1-in. brads 

27 ft. valley tin, 14 in. 


52 window tins. 

176 tin shingles, 5x7. 

19 S-ft. lengths ridze-roll. 
50 wire screen, 24 in. 

520 wire screen, 32 in 

2 screen doors, 3x7. 


1 doz. fancy box hinge 
3 doz. window springs 
1 pr. shelf brackets, 

1 pr. shelf brackets, 

2 stovepipe thimbles 

7 10-ft. lengths eaves t 
4 pieces outlet 

6 end caps 

S eaves-trough elbow 

3 doz. eaves hangers 
pieces conductor pipe 
bundles sash-cord, 
200 lbs. window weight 


Painting and Oiling. 


214 lbs. putty. 

| Ib. steel wool. 

15 sheets sand paper 

1 gal. floor oil. 

1 zal. floor varnish 
gal. interior varnish 


t pints burnt turkey umber 


Gambrel 

Го the Editor 
Pardon me for « 
|i gambrel roof with 
zood 
rafters. 


Insee!) \ good 


proporti Hu {о Use, 


quare for both sets of the 
for the one-half pitch roof, 
simplest way to arrive 
off a diagram, say, W inch, 
being the proportions to 
irrived at with the square, 
lower set and 12 for the 
A 
х + 
« 
ы ; 
? 
tj 
md 8 4 


ming ag 
36-foot 
als 
proportion is to use 12 
rafters with 


as shown in the 


or an inch to the foot 


usg 


upper set 


( gal. 
2 gal. 


linseed oil. 
turpentine. 

т gal. outside white 
prime and trim. 


1 gal. yellow stone p 
body 

+ 

Proportions 


Tyndall, N 
мп for information, but 
span and would like to 

the length and cut 
and 7 
total rise 
illustrat 


at a problem of this kind is 


12 


for the pitches. This 
being used for the rur 


» 
AN 


36-0 


Elevation Showing Proper Gambrel Proportions for 36-Foo 


x1 
10x172 


and where the two 


Q ft 


Me 
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i t will be the point of the knuckle. In this case 6 feet Flooring Border in Alcove Room 
5 8 s and 11 feet 4 inches will be the respective runs, as To the Editor Waea Na 
sh The decimal per foot in either case for the length is I ld lik : : | 
Ы à : 5 would like you to give me your opinion on the proper 
13 nd consequently both sets of rafters are identical. The ipa ' ыр à : "S 
DS : way of laying and finishing a quarter sawed oak floor, in a 
| si the square on which 7 is taken gives both seat and <page EIN - 
: room as per sketch, whole floor to be finished. Will it look 
uts and by applying the same on the square at the : я 
: ^ k ; : good to lay it with a 30-inch border, corners log cabined, and 
ns of 12 and 12 on either seat or plumb cut line, will © Se ten dati La os ; 
3 "i how should it be laid in the part of the room that projects 
g proper angle for the knuckle joint 3 A "os . „нї ; 
л W.W beyond the rest, that is, if laid with border? 
* OODS. ~ - T 
) C. E. Мене. 
E) Answer—The accepted style for running an ornamental 
ee з floor border 1 oom shaped as vours is, namely, an ak 
Handrailing on the Falling Line System floor border in a room shaped as | is, namely, an alcove 
T Editor : Toronto, Ont. 
present article on hand-railing is for the benefit of 
who have practiced the square cut system. It is re- 
| to produce a solid wreath that will stand correctly 
lan 
x 
| K 
M 
y Tu T INCLINATION Ат Aano B 
/ s 
wr 80 rito F 
ing L P ч. 
| OR 
| | | е 
{ maJ "v 
d Fic. 2 рона Ass 
ہل‎ t —— 0X? رسد‎ 
be À ul DEVELOPMENT ч! 
^. 
t t 4 
X = жу ——Y чо Eje 
V IX | Pd r 
x / Le ;RISER3. Fd 
y / | P 4 
V/ Fiel ^ i ; 
4 A er Flooring Border Suggestion for an Alcove Room. 
&^ ^^ K 
~ ёё Q 
× Fay room, 1s to carry the border all the way around up into the 
! Kus А, Bont چ‎ alcove, the same as in the main part of the room. 
for HB | SIN A7 | Ihe log cabin style corners will be entirely satisfactory. 
E з ¢ Р. 7) ` А А e 
L^ i d 4 P e Ле. Е The accompanying sketch will show vou one style of work 
чы ме?” | N м Re » | > > У 
× اب‎ W | "d . | {ог this proposition. EDITOR 
MAD A E 
` 2X Q —— - ل ےد‎ Жж. 
~ j | 
Cp | SECTION ENLARGED > 
^ Fio. x Fic.4 
An Idaho Home 
ave 
ч she E «А ee dal 
вче MAND RAILING I doo A oat , | Kimberly Idah 
à o 4 a7 > 0 ) ver S O 1, 
the On THE FALLING Line. SySTEM have been tal ing the magazine for tw years. I could 
not get along without it now. It is a partner in my business 
Me 1 of Developing Plan, Etc., of Hand Railing on Falling Line 
th System. 
the 
as E 
The First develop the center line of plan and draw the 
lay | ine, as shown. This being straight, the tangent will 
17 1 il pitches. It will be noticed that the riser B i 
$e r stand in the cylinder 4 inches from A, while that 
the xed on springing line. This is an excellent plan 
©з reasons. First, because the development from riser 
es à é . А 
D оп Plan Fig. 1, is equal to the width of a 
Result is, we have a falling line that is perfecth 
2 
It will contain no ramps, except the ordinary ramp 
rder, also the balusters around the curve will be 
iced in center of rail, which is of some importance 
in use a falling line intelligently is free from hard 
iles; he can give his rail the best possible <һар‹ 
f how the risers are placed. 
shows the development of plan 
The face mould, Ww ith minor axis and right verti 1 House Built at Kimberly, Idaho, by Arthur Н. Fay. 
- ч ч 1 > sing < 1 Ж I ui S ar ~ 
shows enlarged section of rail, with bevel applied. 1 am enclosing a picture of a home I built last year; it i 
a ‚ - ) і F ) fan 1 1 in > 4 \ 
bevel for both ends. 2. Dihedral bevel for both 26 by 40 feet, 12-foot studs. I did all the inside work myself 
shows it applied on end at Fig. 4. The finished It has many built-in features. I am also building a garage 
2 is 254 bv 4 inches out of a plank 4% inches thick, to match the home ARTHUR Н. Fay, 
Ри онх MacLacuLaNn Contractor and Builder 
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Would’nt Do in His Gang coming out behind will, if they have made a blund 


“ : ] icum het 
Castkill. N. Y. nothing and let it go. Furthermore (if I rememlx 


Mr. Pierce does his shingling W ith naile d or s pik 
like a ball-plaver, instead of with scaffolding; and 
line. Well, Mr. Pierce. we are not from Missouri 


like to be shown Wr, € 


Work to be Proud of 


ings. and in those 1 ve Io the Editor Farragut, l 


and other 


vf men, 1 vl 1 am trying some of the Bro. Chips’ ideas that ar: 


ууу much they could have never in former issues of the AMERICAN CARPENTER AND 


See! the man that could carry four or ve bunches of and find them of great importance in my W rk. 


shingles on his shoulder up a long ladder as pictured out in I have some pictures or snap shots of buildings | 


\. A P. and place them on the roof. But if | had erected in the last couple of years that might be of int 
king with a gang under me, I should tell to the Bro. Chips if I can get space in your valuable 
for reasons plain to anyone; and Т enclose a few of them with this letter 
true that Mr. Pierce put on. the 
me 
1 good 
manlike manner 


nan 11 


This is a Nine-Room Bungalow Designed and Built by L. L. Sharp 
and Four Men. It Has Fine Closets and Bath and Also a Built-in 
China Closet Pantry This Was Built for Mr. D. E. Brown, the 
Dealer on Lumber at Farragut, lowa. Cost Complete, $5,000 


Fhis Bungalow Was Planned and Built by L. I Sharp (Marked) and Men зе You See in the Picture. You Will Notice Saw Ri 


RUE on А, Job. t. is a Very Useful Piece of Machinery, This Bungalow Was Built for Mr. Rollo Jones, of Farragut, low 
өм omphete s ' 
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This House Was Designed and Built by L. L. Sharp for Mr. В. F. Herriman, a Merchant of Farragut, Iowa. It Has Eight Rooms 
Bath and Pantry, and Has Ample Closets. The Cost Complete Was $3,500. The Corner of the Front Porch is Circular. You Will Notice 
ı Shed for Sawrig ond Also the Automobile that He Says He “Does з Lot of Draying with." 


Wants Fence Ideas iade of 71⁄2 inch inch porch | is u 1 
: f &-inch lintel is used This will will m tl m 1 
lito Key port, N ] s ы = 1 
` 1 It ат 1. Rip facia 5 inche ind let if pr t t 
ll a 1 | hl ! som lesions 1 А bu din tences 
"t 1 plea publish me design Т ulding fen Jis od hdi 1 На Cx oxide feud wiht н 
T ling roun on C great 1 in differ |] 1 Was 
-in 4 „O Ug e put on either lengthwise or crosswis 
the ы 
that this ect t tence ild \ ad . А 1 
| 1 preter to it 1t crosswise as 1t then runs [ lel w 
t ^ OUT eaders s thet are s manv «different j 
Пу I | = 4 v yrch ceiling, looks better, stays better and es not open Uf 
10111: it that tl d fferent þri ther ` i t Send 111 1 
i : ` like it does when run lengthwise | inside corner an 
tor vour ( spo ern Department. 1 1 | ] 
ки) rrespondence Departn ind of bed mould can be used and in outside corner a littl 
1 - É 4 4 ты or > Q \ ч | 1 à 
ive been a reader « our paper for the last five year quarter round will be all right. Be sure to put crown mould 
` М 1 ": 
e found the Correspondence of more у due than ап i little high than sheathing [his helps to 1 e the rig 
department, as it always has something of interest гуе in the roof. The shingles should be started with 2 
Р 1 › › +, 1: ? 
eaders Веху. К. Bvsn nch projection and keep them 3 inches to the weather until 
General Contractor. it of the curve in the roof | 
? 
эў 
ЫШ 0 
Curving a Bungalow Roof ZA 
the Editor Kanab, Utah 


|! herewith sending a sketch for curved roof construction. 


e seen many wavs of building a roof with lookouts, but 
r found a better way for getting the dip in the curve right 
the eaves. Also it is easier and quicker to build 
the rafter ends are usually spiked onto the rafters, and 
re not needed in this construction. The following are 


imensions and details for a one-story bungalow. 


е slope of roof is 6 inches over a one-third pitch from Y 
32 feet wide. Rafters are 2 x 6, set on 2 x 6-inch plate, 


I$ spiked on top of ceiling joist 12 inches from the 


of the house to outside of plat« [he sloping end of 
ust which projects 28 inches from wall, are cut 2 
ip the end and 10 inches back on upper side This 
nearly a foot slope and plenty of curve for the 10-ir h } 
d ing. [x rd which is t he a starter [he next she ath- |). | 
р ard should be 12 inches wide The frieze he wd to he 


Cornice Detail for Roof with slight Curve at Eaves 


To the 


That Purlin Brace 
Editor Shelbyville, Ind 
Commenting on J. B. Sydleman’s purlin brace in the August 


number, I wish to submit the following: 
[? 
A 
£ 
$ o 
{ NS 
eS 
NN 
Purlin Brace as Made by Koy Нап 
Ihe br if set as shown by the dotted lines, would kick 
he post help to spread the timbers but if set as shown 


the solid lines, the push is against solid timber of the 
beam, leaving no outward thrust against the post and 
no pins to break. Roy NAIL 


+ 
Portable Refrigerator Ideas Wanted 


Bloomington, Ind 
would print in an early issue a detail of the 
'onstruct a portable refrigerator 

FRANK MuNbpzLI 


1 
I quenti 


the Editor 


I wish 


i 


эм. ER 
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Barn with Decorative Front Built at Weyburn, Sask., by Carlisle and Janowsky. 


[ December, 19] 


How to Remodel Roof in Rainy Time 


To the Editor: Northport, Micl 

I am a new comer in Northport having come from tl 
west this past spring. I have been working alone on sor 
repair work; and I want to tell vou one little thing I ha 
lone that might help someone else out. The building w 
18 by 30 ft. 12 ft. wall 2 feet from upper floor to top 
plate. The owner wanted three windows in one side of т 
lormers. 

As the weather was showery, I dared not open up 
roof much. The building had not been finished inside 1 
stairs. I had to cut out about 18 feet of roof. I put sho: 
inder the rafters on the opposite side to be cut out, knoc! 
off the collar ties, took 8 big strap hinges, went up on roof 
nailed one on each pair of rafters, drove the screws in wi 
hammer and found out how far from ridge I would « 
1CTOSS, that the rafters would be long enough whe 
raised high enough to let in the window frames. The ‹ 
roof was one-half pitch. 

I then sawed roof down from ridge to where I cut acr 
Then cut rafters off between two sheathing boards. Ha 
two small jack screws nailed a 2 by 6 against the roof. S 
the jacks under and raised it up without any bother 
had my plate cut and the short studs nailed on. Cut 
small gain in plate to suit rafter. When I had it high enoug! 
[ put in. studding and plate, plumbed studding and nailed 
up through plate into rafter. Got in window frames and 
finished walls. Then when a fine day came, tore off old 
shingles and put on prepared roofing 


d 


Large Barn of Unusual Design 


To the Editor: Weyburn, Sas! 
I am enclosing card showing a barn we have just finisl 
It is 58 by 60 feet, and there are some ideas on it that come 
jut of the AMERICAN CARPENTER AND BUILDER. 
К. A. CARLISI 
Of Carlisle & Janowsky, General Contractors 
That may be so; but I’m sure we never advocated a faki 
front. Is this barn supposed to stand on the main business 
street of a small town: EDITOR. 


SO 


1 


J. J. McKenz 
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© Models ano” 


Improvements 


Thru this special department this month the Editors aim to keep builders, contractors, carpenters 
and architects in touch with what their friends, the manufacturers, are doing for them in new or 
improved tools and machinery, methods and materials—pertaining to building. These items are offered 
here as interesting information for our readers; they are not advertising. Take full advantage of these 
Reading Months to write for catalogs and booklets, and become thoroly familiar with these Improve- 


ments and New Goods. 


New **Kawneer'' Construction 


irt 15 a quality; its elements are fitness and beauty. In- 


asmuch as any object expresses these elements, it is artistic 


But fitness and be auty toge ther with stre ngth are the highest 
nerits which could be object. 


Kawneer Mig. Co ot 


given al 


Niles, Michigan, are manufacturing 


solid copper store front construction which possesses all 
ese merits 

ГІ rst thing that appeals to u when looking at the 
w “Kawneer” sash is the ease in which this sash can 


There is no chance for 


with tl 


e glazed they screws to some in 


ntact e glass, causing breakage [he glass is held 


friction grip, giving the highest degree 


Iding the 


v improved spring 
of flexibilitv, vet 


The dust 


glass with a firm grip. 
thus 


g dirt from gathering in the sash and being carried 


slide can be operated from the outside, 


eventit 


1 


› into the show windows by "suction," when the slide is 


ventilation. 


ened їо 


\ wide gutter, provided with extra large holes for carrying 


condensation; is also a feature worthv of consid- 
11101 
ice piece is held in place by а pointed machine 
\ vhich engage і nut, securely riveted to the bottom 
thy is} 
lh rni irs give a large spring friction grip to the 
Phe have a retined appearance nd very com- 
their constr tion. 
e reverse corner bars, also the division bars, are care- 
Пу designed for the purpose they are intended for. Atten- 
called to the tubular steel reinforcement, “the stiffener,’ 


bars. These are designed to withstand the 


; b 
Qrveere Бар. 


the larger 


P2 WE m: | 
Division Bar 


t" 


TRANSOM Вар 


"T 
! NAY YCA LP 

: ONE $ ONE HALF INCH 
| Sipe JAMB AER Be EQUALS ONE FOOT 
* 


etails of New Style “Kawaneer” Store Front Construction 


heaviest wind pressure and are manuta ( п several sizes. 


The new head and side jambs, transom bars, and bulkheads, 


are designed in a rehned manner. in armony with the 
other nemhbe t Ti Ka vneer Stor | t tructi 1 
ete 


. 


Combination Desk and Bookcase Colonnade 


Here is shown a nifty idea that ha е‹ loped by 
the Chicago Grill Works, 828-838 Wells Street, Chicago. It 
consists of olonnade that 1s equip \ i 
on one side and a disappearing desk on ! 1 The desk 
folds back against the colonnade wher t in use and fits inte 
the panel work that it cam 
examinatiot 

Chis is an ingenious idea. It saves considerable space 


\ төк ‚ утар 
P 

TN me 

| 


Chicago Grille Works Desk and Bookcase Colonnade. 
and will place desk where it will be t handy wl 
needed. The makers say that the appeara! lon- 
nade is not injured in any wav, but the desk 1 lv 1 


porated so as to utilize space that 1s often | 
The illustration shows the construction of the desk with 


The bookcas ished in 


pigeonholes and the drop front. 
leaded glass and presents an attractive appearance 
С‹ mplet: des riptions and prices car | obtained rom the 


1 


above-mentioned company on applicatio It n unus 


mighty useful in ma nst 


T 


National's No. 85 Storm Sash and 
Screen Adjuster 


lesign that will be 


One of the main objections to adjuste for storm 
and screens is the rattling. The makers of the a shown 
in the accompanying illustration say that tl dev posi- 
tively will not rattle. due to the special construction of the 


joint 
The slot in the bar 


ich keeps the sash 


which holds the sash open is wedge- 


shaped, w? firmly in positior 


90 AMERICAN 
bar, the firmer the wedge- 
The curved end of the bar 
pushed too far out at the 


that is applied to the 


ressure 


shaped slot is fixed in position 


events the sash from being 


WHEN USED ON STORM SASH 
Hardware Offered by the 
Manufacturing Company. 


National 


Improved 


1 
the sash 


vent this 
finished in 


от, as the compression against vill pre 


Ihe adjuster is made entirely of steel. It is 


two ways. It may be had with either a japanned or a shera- 
lized finish. The sheradized tinish is especially recommended, 
is it is proof against rust and will thus give longer and 
more satisfying service 


This sash or screen adjuster 15 made by the National Manu- 

They 

all our readers that are interested. 
ole 


Stanley Rabbet and Filletster Plane 


One of the tools that is being offered to our readers 
is shown her: It is a rabbet and filletster plane that is 
nade by the Stanley Rule & Level Co., New Britain, Conn. 

The sides and the bottom of this plane are mad 
that the will lie perfectly flat on 
It has an ad- 
fence that can be 


facturing Company, Sterling, Ill will be pleased to 


end further details to 


new 


square 


plane 


it each other so 


either side 
justabl 
slid 
as to 
of the 


under the bottom so 


regulate the width 
cut. 
One of the specially use 


ful parts of the tool ar« 


the two spurs which are 
pl iced 0114 on each side. 
New Stanley Plane This allaws the olane t 
а the grati \s th the fence and the d pth 
ttached to either side, the pl is suitable for 
| righ left hand work 
front of the plane can be easilv de he thus pr 
ng a 1 Мап r working close | into corners от 
TAE : 
+ 


Additions to **Monitor’’ Line 
Lichty & Sons Co., Waterloo, 
ince that in January their handsome 


lowa, wish to an- 


new catal g will be 


Чу for distribution 
mg the M 
knocked down vent pipes and fittings 


knowing the 


This catalog will be complete, show- 


nitor" cupolas erected, also ventilators and 


necessity of proper and complete ventilation 


in barns as well as other buildings, thev have gone into 
detail with this addition to the "Monitor" line of goods. 
Monitor" cupolas will be made in тапу styles the coming 
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season; steel base, ventilating base, glass base and they w 
also be made with round base, designed especially for ro: 
barns. 

"Monitor" skylights are zn old specialty of this firm, ma 
hundreds of them being erected on buildings thruout t! 
section of the country. 

Contractors and builders interested in a high grade 
cupolas and ventilation systems can write to B. F. Litch: 
Sons Co., Waterloo, Ia., and will receive their new cata! 

efe 
Porter Co. Offer New Style Barn Door Track 

The J. E. Porter Company, of Ottawa, Ill, is marketi 
a new barn door hanger and track, known as the “Humme 
It will be accompanying cut, the track 
made of one piece, the steel used is 14, an 
such a manner as to 
strength. 


noted from the 
gauge of 
formed in 
give the maximum 
f steel forms the 


the re 


This one piece 
cover and track complete, 
rivets and 1 brackets 
necessar 
The nt 
1> t 


and no charge 


lamp is so arrange 


make a continuous track 


is made for this 


clamp. It will be further noted 


that the wheels of the hanger 
run in the V-shaped base of the 
track, making thí 
tact of the 


the least possible to obtain under 


point of con 
wheels with the track 
any construction, thereby prac- 
It is 
construction, 
perfectly 


tically eliminating friction. 
a self-centering 
the wheels running 
straight regardless of the angle 
of the door. The track makes a 
perfect water shed over the 
hanger and door 

The hanger is a steel tandem. 
[he wheels are large and rolle» 
It also has the flexible 


and can’t-get-off features, and is 


bearing. 


made in the non-adjustable and 


adjustable types. 
[he 


lengths of six, eight and ten feet, with all joint clamps 


Door Track 
in nnd Hanger. 


Section. Thru 


track is furnished 


a lag screw every twelve inches. The hangers are packed ea 


pair complete in a very attractive carton, and one-half d 


in a case. 


selling strength alread 


states that the 


Phe company 


i v y 3 
И акты 


4 | 


“Hummer’—Track Cut Away to 


Show Hanger. 


Porter Company’s 
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from the exceptional merit of this specialty rates it 
of the most popular of its products. 

Porter Company, 620 Fremont Street, Ottawa, Ill. 
glad to furnish catalog and further information upon 


oe 
New Ruby Color Asphalt Shingles 


ng styles change just as surely and almost as fre- 
as any other style, either in hats or automobiles. 

у architects are giving serious thought to creative con- 
The thatched 
an era of popularity, but for a long 


material 


ation of roofing appearances. effect on 


is now entering 


suitable was to be had to bring out the 
With the advent of Reynolds shingles 


sign 1s made possible 


of such designs. 


newest thing the Reynolds Asphalt Shingle Company 


s а new tone of red. It is slightly brighter than the 


net minerals, and will be called “ruby.” This shingle 


surfacing a mineral wonderfully adapted to its 
mg a beautiful coloring which cannot possibly fade, 
ssesses the same merits as the other surfacings before 
Hexibility of Reynolds shingles, their lone life and the 
ely beautiful tones of their mineral surfacing will 
is product the most popular roof material offered. 
nolds shingles are made in four non-fading colors, 
d size 8 by 12 inches, very heavy and long lived. They 


re-resisting, and carry the-approval of the Underwriters’ 
labeled 
nd also with the Underwriters’ label 


Every 


ratories package with the name and 
none furnished 
ain packages. 


lress the Н. M 
( ginators of the 


Reynolds Asphalt Shingle Company, 
\sphalt Shingle,” Grand Rapids, Mich. 


Je 
**sLidnine'" (Wood) Carvings 


Products manufacturers of 
carvings, unbreakable, have just issued 


new catalog No. 8. 


Ornamental Company, 


nine” (wood) 


ings are perfect reproductions of high grade, hand 

ik, mahogany, and walnut models, and have been 
cessfully by carpenters, builders, and cabinet makers 
v vears. 
recently received, and unprotected, a 
in perfect condition. with the following test sugges- 
п the back: 


the band sax 


unwrapped 


Drive nails into tt; Hammer it. 


manufacturers must be sure of their position when 


ite such rigid tests. 
ne" ( carvings are warranted by the 


оа ) mantu- 


rs not to chip, check, crack, shrink,, or warp and can 
ied in stock without loss as thev do not deteriorate 
ve. They are easily attached by bradding and glueing 

nished 


with filler or stain to perfectly harmonize 


article of which they form a part. 


43-page catalog showing in connection with capitals, 


ipitals, scrolls, wreaths, rosettes, festoons, etc, a 
\dam and Louis NVI characteristics, true to period, 


imple are free for the asking and we advise our 
to send for them. 


st. 


* 


Interior Column Work 


teriors of many buildings are finished in columns and 
the best ways of handling this kind of work is by 
f metal columns. of their artistic, smooth 
d the various styles of finishing, they lend themselves 


Because 


to any decorative scheme that is required. 
are suitable for all climates and conditions and their 


CARPENTER 


AND BUILDER 


durability has been proven by their use for all kinds of 
interior and exterior work in all parts of the country. In the 
catalog of the Union Metal Manufacturing Company ( 


shown installations that prove beyond a doubt the load-carrv- 
ing capacity of these columns 
The illustration shows a hall in the 


Temple at Bellingham, Wash. 


accompanving Elks’ 
The artisti 


clearl 


substantial appear- 


ance of these columns is shown here as applied t 


interior. decorations 


The metal columns are protected against the action of the 


elements by 


to th« 


coating of special spelter designed to adher« 


under all This < 


ot paint especially 


metal conditions. 


at the factory 


ting 15 painted 


with a coat prepared t 


Union Metal Columns in Elks’ Temple, Bellingham, Wash. 
Wm. Cox, Architect. 


The seams of all the columns 
are securely locked and are always turned on the inside of 


the shaft 


adhere to galvanized iron. 
[his leaves the outside perfectly smooth with the 
exception of a small crack that can be filled with putty before 
the finishing coat of paint is applied. 

These columns are made at Canton, Ohio, by the Union 
Metal Manufacturing Company. They will gladly send their 
It shows the styles and many instal- 
should be informed 


all the necessary 


catalog to all interested. 


lations of their columns. Our readers 


obtain infor- 


Р 


North Carolina Pine for Interior 
Ornamentation 


about metal columns and can 


mation from this concern. 


\ few 


the average 


years ago no wood was perceptible on the walls of 


home The dining-room plate-rail was perhaps 


the O1 ly exception 


Today. no home is considered strictly up-to-date vithout 


1 1 1 


its panelled walls, beamed ceilings and built-in | « 


china closets and fire-seats. 


North Carolina pine is admirably adapted to interior worl 


It is comparatively free from resin and most attractive i 


figure. It responds readily to oils, wax or other floor dress 
ings. It can be stained to represent almost any hardwood 
finish. Moreover, there is a decided relief from monotony 
when North Carolina pine is used. Its variety grain gives 


it a refreshing, ever-changing delight, different in every pieci 


but harmonious in the whole 


h Car lin 1 pine 


that less 
sted 


For flooring it is especially desirable. Nort 
This 
material is required and consequently less money is im 
when the floor is of it. 


is finished wider than most woods means 


jut added to all these superlative qualities is its relative 
Woods costing much higher are considered by 
finer in beauty or durability 


low cost 


many not a degree 


is hardly as to its merits for exterior 

nstruction, which, added to the foregoing facts concerning 
its use for interiors, lends but further emphasis to the fact 
| universal wood. 


Comment necessary 


that North Carolina pine is truly 


> 
“Red Devil” Bonded Chisels 


[he "Red Devil" chisel is made of а pure Swedish analysis 
eel blade, of Norway While 


seem like nevertheless 


1 


welded to solid sockets 


an expensive process, it is 


iron 
this may 
ist as essential to have high-grade material in tools if you 
id tools as it is to have a good quality 


clothes. The 


want to produce goi 


cloth if you want to make a good suit of 


“Red Devil” chisel, being manufactured by high-grade me- 
hanics who know their business and who have spent not 
only vears їп experimenting on chisels, but who have used 


hisels 

Nor is there any attempt made at economy in putting on 
leather tipped chisels anything but a high-grade leather 
[he "Red Devil” chisel is equipped with nothing but the 
finest sole leather. ° 

It is interesting to note that each chisel is accompanied 


Bond of 
two vears from date of 


signed Insurance, agreeing to replace within 


eginning of service. There is only 
drawn from such a cast-iron 


that 15 that the “Red Devil” 15 


ne mclusior therefore, to be 


1 
апа 


трап [nc., of 15 


of over 1,000 different stvles, 


SI h & Hemenway ( » Chambers Street, 
у York City, manufacturers 
including chisels, bits 


s and finishes of mechanics’ tools 


pliers, mitre boxes, glass cutters, etc., will be glad 


nd to at reader a booklet showing their entire line. 


1 


The Usefulness of a Knife Depends 
on the Blade 


\ hand ie or distinctive handle on a knife is a good thing 
1 ( mething inside the handle, but there aren't many 
| l ne Knive their | indle [hev buy them t 
ait MU + 
і а 
| I h Vn пеге 1 wit €t | |, alle 
( Van steel Í iker thi the Canton Cutlets 
( that eel peri to Damascus 
teel 1 the It ( Í t ition and 
‹ enti 
| І 1 t h-« i ] t] \ rT naki 1 
Ile or ‹ nive which present | att t 
p 1t1 t carpent ind ild [`] 1 dl 
ted wit lotogt ите 1 emblem ) 
desi 
\ | Ire t | t ( t () V ] ng t 
if ( I { і t f erit t pente 
Ider 
F^ 
| D 
DJ 
i r 
Н 
> Fl 
Y! p- ge i 
Г —9 -— 
| yu “any — 7 
к. Pun "ss v 
^ "m [1 
A 
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Handling Engines for Profits 


Гһе men who are out оп the job often have an opport 
to find out whether other builders and contractors 
need of an engine and they often see conditions wh 
engine would save other men considerable money. [i 5 
way the contractor has a chance to put over a selling 
that the man, less familiar with instances, does not have 

Ihe Manufacturers’ Engine Company are offering an a 
proposition that should present a good opportunity t 
who is wide awake and familiar with building 
tions in his territory. 

The engine they are making is suitable for gasoline, : 
It is of the valve-in-head type such a 1s 
They say that their engine 
is made to prove a pulling capacity of 30 to 50 per cent „ 


man 


sene, or gas. 


heen so successful in automobiles. 
load. This will give more power to the man that is 
to buy an engine a little too small for the purpose. 
Men who are interested in this proposition can get 
necessary information from this company by writing t 
ss, 1629 Crystal Ave., Kansas City, Mo 
* 


uu 
The Syracuse Twist Drill Bit for Wood 
Atho hirst 


who do not know the 
drill bit. for 


addr« 


marketed in 1877, there are many саг А 
merits and advantages of the < 
Instead of being 1 € 


use twist wood. 


by cutting flutes around the body in a milling 1 
this drill is forged 
hammers and twisted hot to form the spirals. Th 


thus 1 


straight in one piece under ү r 


of the steel is unbroken, following the twis 


being compacted in the process of forging, 


and tougher than if milled 


Ihe Syracuse twist drill bit has stood 


TJ A 
Syracuse Twist Drill, 


Sy гасиѕе [wis 
Tor ¢ > 


nearly 40 years. Its makers, the 
Co., Svracuse, N. Y., claim it to be the 
cabinet and wagon makers for the following ri 5 
tool steel; it is hammer 


best 
ters 


It 1s made high grade 


1 and toughness 


and oil tempered to impart strength 

is accurate and numbered by 32nds and 64ths, givi 
every use: t Cal Xi sharpened upon a orit S 

when dulled 1 servici llaving no worm, 115 g 

speed may e suited t the toughness of the 

is not injured by accidental contact with nails ai 5 

| i 
\ гоҳ е without plugging 


T 
Plenty of Power at Low Cost 


Operating a power plant at a fuel cost of | 


more than half a cent per hour per horse-power is : 
some," but it is being done and done success 
hundreds of power users all over the country. 

This remarkable achievement in power econ S 


ееп made possible by the production of a type 


gine that develops power on cheap kerosene inst 
n higher priced gasoline. 

The Ellis Engine Company, 2840 E. Grand В 
Mich., are 


various 


building engin: 
1% t 


beyond q 


Detroit 


type in sizes, from 


and have demonstrated 


1 


that they are extremely practical il 
iny advantages. 
Ihe Ellis line is equipped w 
patent adjustable spe 
three engines 


Бет ious throttle for 
trol, virtually 
Another feature worthy of special note is tl 


gives 


which 


bility of these engines. In proportion t 


11 


ire wonderfully light in weight. vet unusu 


ind sturdv 
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HAVE YOUR MATERIALS 
DELIVERED ALL AT ONCE 


Don’t Be Delayed By Odd Lot 


IME lost through delayed deliveries of material cuts into 
the profits you had estimated. Your men wait doing 
Don’t be held 
up. Have everything delivered right on the spot before 
Buy it all from Gordon-Van Tine at 
*direct-to-builder'' prices. Save money at both ends— 
get your material at rock-bottom figures and abolish 
broken time. We can give you perfect service on 


A Whole House, Or Any Part 


of 


Everything Standard Quality — All 
Shipped Anywhere — Safe, Prompt 
Delivery and Satisfaction or Money 


time-filling jobs; your expenses run on. 


you start work. 


a House—Wholesale! 


You can make money by having our Contractors’ Serv- 
ice Bureau working for you. It is already increasing 
profits for over 10,000 other Carpenters and Builders 
in every State. It is furnishing free “Guaranteed 
tight Estimates." It is assuring prompt deliveries, 
cutting out lost time and labor costs. It is draw- 
ing plans for them—far cheaper than local architects 
could. And it is doing a hundred and one other things. Make the 
Gordon-Van Tine Expert Service Department work for you. 
You will find we sell 


Back! 


Buy on our wholesale ‘‘mill-to-you”’ prices. It is 
profitable for you to pay about 33% for freight and to 
save 25% to 50% on your bill. You are the sole 
judge of quality. Everything new and in latest designs. 
Hundreds of special patterns of millwork ready for immediate 
delivery—the kind of work your local yard takes from one to 
three weeks to turn out. Over 95% of our orders are shipped 
same day order reaches us. 


Get This Book of 5000 
building Material Bargains 


FREE @ throughout America! Packed from cover to 


This book is à money-saver for over 
100,000 regular, satisfied customers 
cover with bargains. Everything you need 
for building or remodeling. Lumber, Millwork, Builders 
Hardware, Glass, Paints, Roofing, Wall Board, Doors, Win 
lows, Sereens, Porches, Moulding, Storm Sash, Stair Work, 
Flooring, Shingles, Nails, Enamels, Varnishes and over 5000 
other tremendous money savers. Costs you nothing to 
et this great book. Yours free for the asking. Send us th: 
coupon with your name and address and we will send your 
copy to you at once. 


GORDON-VAN TINE CO. 


(935 F 


ederal St. Davenport, Iowa 
с. Established Half a Century! 1 Address 
?-———— 
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GORDON-VAN TINE CO., 
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а 
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|| Lea SERVICE 1 


OHNS-MANVILLE Service to the Builder is а 
personal service. The actual, personal co-oper- 
ation of J-M representatives is always available, no 
matter in what corner of this continent you are 
located. Forty-eight J-M Branches of the Johns- 
Manville Company in as many leading cities of the 
United States and Canada bring J-M Service direct- 
ly to your office. It is the function of J-M Service 


COVERS 
THE CONTINENT 


J-M Transite Asbestos Shingles are not ex- 
pensive— They are cheaper than slate or tile 


When you suggest J-M  Transite Asbestos 
Shingles, you offer your client a reliable, fire- 
retardant roof at a low cost—a roof that posses- 
ses artistic qualities with a degree of fire proof- 
ness no less than slate. 

And at the same time, one much lighter in 
weight. J-M Transite Asbestos Shingles may 
be laid on rafters designed for light wooden 
shingles. 


3 1 
Moreover, they never deteriorate, because the 
action of the elements only toughens and im- 
proves them. 


They are supplied in a variety of colors. examined, approved and labeled by the 
They can be stained any desiredtint,and Underwriters Laboratories, Inc., under 
come in all shapes and sizes, rough and the direction of the National Board of 
smooth edges and in two thicknesses. Еге Underwriters. Laid American 
Method, they are given class “В” rat- 
ing. Laid French Method, they are 
given class “С” rating. 


Kasy to apply and offer a good profit 
to the builder and permanent satisfac- 
tion to your client. 


J-M Transite Asbestos Shingles are Write for literature. 


JOHNS-MANVILLE PRODUCTS 


im‏ ع 


RS PLEASE MENTION THE AMERICAN CARPENTER AND BUILDER 


ADVERTIS 


EN WRITING 
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COVERS 


COVERS 
THE CONTINENT THE CONTINENT 


Men stationed at these Branches to aid you in the 
working out of the many building problems where 
J-M Products can help you to build better and 
more profitably and satisfactorily. 

J-M Responsibility stands back of all J-M Products 
and guarantees those products to yield full satis- 
faction the sort of satisfaction that reflects credit 
on you and enhances your reputation as a Builder. 


J-M Keystone Hair Insulator makes for 
comfort and quiet. It absorbs sound. 


In buildings where localizing the noise nuisance is paramount, J-M 

Keystone Hair Insulator proves its worth and indispensability. 
OS Chi 
[11 


; perfect insulation is easy to apply and is a practical benefit 


є" d improvement to the apartment house, hotel, school, ог in fact 
'$- invwhere that reverberation is to be eliminated. 
f- M Keystone Hair Insulator is made of chemically cleansed cattle hair loosely 


lte ] bet veen he avy paper. It 1$ odork SS and V rmit -proi yf 


material is equally efficient as a sheathing material, and 15 superior to 


in Пате paper, for that purpose. 

дү cost 1s small and its value is ereat 1 ]- M Catalog No. 102 fully expl: üns 

[is ication and propertie rx 
en 


| J- M Cold Wastes Paint resists йө, costs 
ч less and yields you a Bigger Profit. 


Keeping shop and factory walls and ceilings painted 
improves light reflecting efficiency —cuts lighting 


he costs and betters working conditions which pro- 
А motes quality and quantity of employee's output. 
a \nd painting is actually cheaper than cleaning the 
ot wate when J-M COLD WATER PAINT is used. 
in ' here's a good profit for vou in selling this paint, and 
it- another profit in applying it—by brush or spray. 
re J-M Cold Water Paint resists fire, too—con- 


tains no oil—and spreads farther than oil paints. 
Endorsed by the Underwriters as a fire retardent. 
Mixed with water. Will not flake or rub off. 
Does not discolor. Backed by J-M Responsi- 
iae ren, مک‎ Ag меме БИС уно Wear Pa bility. Write for data. 
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PERMANENCE 
OF 
LUSTRE 


Spells Satisfaction tothe Owner 


ARKANSAS 
SOFT PINE 


Interior trim produces a finished 
surface of sustained ‘‘life.’’ 


Age will not dim the waxed, var- 
nished or enameled surface when 
the wood underneath is Arkansas 
Soft Pine. 


The fibre and texture of this material 
are such that a well-balanced absorption 
of the filler and pigment takes place at 
the. time of application, and produces 
a perfect chemical adherence to the 
wood. 


On this fixed surface the finishing coats 
are held permanently. The pine itself 
is free from pitch or resinous oils and 
will not cause discoloration from under- 
neath. 
We recommend personally conducted experi- 
ments in treating our fintsh and will gladly 
furnish, without cost, flat or edge grain 
samples in the natural for this purpose. 
Small set of stained samples may also be 


had for the asking. Fill out the coupon— 
a pencil will do. 


Arkansas Soft Pine Bureau 


Little Rock, Arkansas 


ARKANSAS SOFT PINE BUREAU 
Little Rock, Ark. 


Gentlemen :—Please send me 
jut obligation on my part. 


stained 
natural 


samples with- 


Name 
Street No. 


Town and State 
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Northfield Aerdomes Mean Pure Air 


No one who keeps stock can afford to have poorly vent 
lated barns. Ventilation in a dairy barn, for instance, mark 
the point between cows which barely pay for themselv: 
and cows that yield a good margin of profit. In additi 
to adding to the health and profit-producing power of sto 
ventilation protects the interior of the barn from rott 
and rusting. 

If a Northfield Aerdome of the proper size is put 
building the manufacturers guar- 
antee that the building will be 
perfectly ventilated, due to the 
correct construction of the Aer- 
dome. It cannot help but act be- 
cause its operation depends on 
natural laws which never change. 
Its heavy, substantial construction 
will also add to the appearance of 
the building on which it is placed. 

The Aerdome is shipped with 
the top and the base separate. 
Iwo strong bolts hold the parts 
solidly together and anchor the 


\erdomes to the root. The one 


piece base is very strong and 
needs no wooden filler to brace it. 
Prices and details can be ob- The Northfleld Aerdome 
tained from the Northfield Iron Company, 402 Nico Building, 
Northfield, Minn. They make the Aerdomes in all sizes and 
prices so that the carpenter who handles their work car 
accommodate customers of all kinds. They have some choice 
territory still open and offer an attractive proposition to 
carpenters. 


+ 


Gage Self-Setting Planes on Approval 


The makers of the celebrated Self-Setting Plane at Vine- 
land, N. J., Gage Tool Company, are sending introductor 
samples of a self-setting attachment for changing old-fash- 
ioned or grandfather planes into the Self-Setting Planes 

Y little trimming in the old throat and inserting two м 
screws, consuming 20 to 50 minutes, changes the old plane 
into the perfect Self-Setting Plane. 


The Famous Gage Self-Setting Plane, 


[he Gage Tool Company are now adding improvement 
the lowest angle Self-Setting Block Planes. 
They have also started а С.О. D. campaign of 
eir. Self-Setting Planes or S. S. attachments on trial 
whomever wants them where not alreadv introduced, « 
privilege of return at the expense of the company; 


1 


wante l, SO tl at the trial will thus 1 


e al solutely without 
to the plane user 

Неге is a rare chance for those who live where Self-Sett 
Planes are not sold to get them on trial and without exp: 
if, after trial, they are not wanted 

Y postal to the Gage Tool Company, Vineland, М. ] 
ring full information. 
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AMERICAN 


The 


CARPENTER AND 


BUILDER 


GETTING WHAT 
YOU SPECIFY- 


Every Architect and Structural Engineer Knows the super- 


lative qualities of sound, dependable Southern Yel- 
low Pine used as beams, studding, sills, sleepers, 
joists, girders, trusses, columns,—in heavy con- 
struction of every character. 


No Other Material combines in such a happy degree and in 


such perfect proportion the properties of cross-break 
ing strength, resistance to impact, strength under 
compression, and resistance to shear. 


The Only Instances where Southern Yellow Pine timbers 


have failed under legitimate maximum working 
stresses have been where inferior grades of material 
have been substituted for material specified. 


Under the New Rules for standardizing sizes and grades in 


Southern Yellow Pine timbers, recently perfected and 
adopted by the Southern Pine Association, grading 
is reduced to an exact mathematical calculation and 
assured absolute dependability in quality. That 
means the complete elimination of future uncertainty 
in specifving Southern Yellow Pine for exacting use. 


Southern Pine Association’s Manual of Standard Wood 
Construction, revised and enlarged, with new Grading 
Rules, Building Codes, Working Formulae, Effects 
of Creosoting, etc., is now in press and practically 
ready for delivery. Send for your copy. 


SOUTHERN PINE ASSOCIATION 


NEW ORLEANS 


QI: 


ea 


AMERICAN 


“The Roof Distinctive" 


h is the title of a booklet that is being distributed by 
the Asphalt Shingle Publicity Bureau to show the many good 


oint 


of asphalt shingles 


One ot the 


features of asphalt shingles are the many col- 
they may be obtained. Almost any color 
decided upon and a tint can be found that 
will harmonize to bring the scheme out at its best 

\fter the roof is put on it will resemble a handsome slate 
r flat tile roof 
mposition and is made a part of the shingle, s 
that it will be ab: 


irtilicial coloring matter 


in which 


heme can be 


The coloring matter that is used is of 
B 


lutely permanent and will not fade as a! 


might. The color is generally ob- 


isphalt surface 


tained by imbedding in the hot a granular 


ished stone or some such material. This gives a wearing 
аи to creating a handsome color 
Yetails the ses and rieties of asphalt shingles that 
| rnished п request by the \sphalt 
| P „ЕИ, РА | Ў ` 855 M ae Building 


New Huther Cutter Head 


t & uttet le d tot ( 1119 re St1( 


I 1 1 cuttt T 11 | үз, t treads, 
e m [ 4 1 thet ses 15 shown теге \ї 
il s knives wall furnished to order [his cutter 
t go t n solid steel and has an adjustme nt by 
ull set screws [he knives are held in dovetailed slots 
| п head Its 


contractor who wishes to 
table It runs 
ut high quality work 


Rochester N \ 


[his is an excellent head for the 
york ot t 


i вога 


is kind using hb»: ordinary saw 
will turn 
М ѓо CoO., 


utter and 


lluther Bros Saw 14511 а 


CENTER 


taking our course You can 
[ Detroit th uton le center 
t 1 truction., Corme to Detroit 


Great Demand for Detroit 
Trained Men 


Garages throughout the country write us for 
n, Wh t fit vourself for one of these good 
I ng f t УС. < fen, Tenn . is chauf 
rat S25 wee and expenses, E. Living 
t head of governmet irage at Toronto 
H r T good paying positions 


Demand greater than supply for competent 
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CARPENTER 


THE AUTOMOBILE 


Earn $75.00 to $300 A Month 


We teach you to handle any auto proposition, 
actually build new cars from start to finish, getting regular factory training in assemblin: 


Detroit is the Place to Learn, 
Start Any Time 


There are 44 auto factories іп Detroit 
Our students have the privilege of going 
any or all of them, including 

Detroit electric service department, while 
t get these advantages and opportunities anywhere 
You make faster time here and you get prac- 
and learn the business right. Enter classes any time 


through 


MENTION 


AND BUILDER 
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illustrated catalog which 


descriptions of 


92-pag« 
contains 


various 


cuts made with dado head and 1 
Saws 

This book is just the right 
size to fit the pocket and is 


a handy little reference book 
Huther Bros. will be glad to send 
who 
1101 
N. Y. 


one of these t any one 
writes in. 


University 


Send a post card 


\ve., 


Rochester 


Huther Cutter Head and Knives. 


Detroit trained men 

get preference over all others, get 
jobs quick assoonasready. Thereason 
study the heart in lower corner Realize its 
tremendous power. No other city, no other school can give you 
what Detroit offers. Factories shown are not all. Think what it 

means to learn at Detroit, Every factory know us, endorses our school, 

glad to get our graduates. You'reright in the middle of great auto activ 

ity. Men are needed everywhere as testers, repairmen, chauffers. Splendid 

chance to start in business. Hundreds of our graduates are doing it 


Our equipment is complete. Students 


bloek-testing, road-testing, ete. That's the 
Detroit Way. All leading types of startin 
lighting and ignition systems in operatior 
Learn to time motors, adjust carburetors, ma 
netos, valves, bearings, etc. Six-cylinder Lo- 
zier touring саг is used for road instructior 
We have a new 8-cylinder King chassis, and new Cole 
the latest things out. "Just added 1916 Delco sys 
tem, as used in Buick, Hudson and Packard.” 


ETROI 


UT OUT THIS COUPON AND 
CHECK THE SPACE YOU WANT 


теп. Following clipped from Daily Papers 
All parts of U.S 
GUARANTEE L.xperlenced motor mechanics, bearing scrapers — 
emble epairmen; good wages. Hender- ^ Mr. A. G. Zeller, Mgr., 2012 Michig: 
We rantee t son Motorcycle Ci 1155 Cass State Auto School, Detroit. 
y L (p 10 road B wis es garage repairmen, final DT 
8 r issemblers faxwell Motor C« c., Oak- i > your 
І t ыз Tte ios plant wel Мого. dn daos pictorial catalog and Auto School New 
n ler i or Write for full particulars. Ask for “Auto free. I will let you know later what 
g n] I f School News l'hey're free. Or better still, decide to do 
E. i 3 arto 1 1 t jump оп a train and come to Detroit I will leave for Det у 
r We have cor { 
mre raw MICHIGAN STATE AUTO SCHOOL | = 
good salaries than Name PPT 
| suppl 2012 Auto Bldg., 11-19 Selden Ave. DETROIT, MICH. | adaress............... a pev ! 
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DOORWAY, 
ISAAC ROYALL HOUSE 


at Medford, Massachusetts. 
Built of White Pine in 1732. 
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"— — uum. While the Royall House as it now 
| 4 e Е jam stands was built in 1732, a section of 


„ it— which was originally the Win- 
|  throp Farm House — was built in 
1631. This is the oldest section 
of any house now standing in this 
country. 


7 y me 
/ А Ne udi 
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ARPENTERS, lumber men and architects have for generations 
agreed that no other wood gives such long and satisfactory 
service, when exposed to the weather, as 


| WHITE PINE 


Despite an impression that it is scarce there is still plenty of “Good Old | 
White Pine,” in all grades, and it can be purchased in all markets at reason- | 
able prices, when considering its value as a structural wood. 


If the lumber dealers supplying the materials for those for whom you are 
building are at any time unable to furnish it, we would appreciate the oppor- 
tunity of being helpful to you in securing it. 


A FREE MAGAZINE FOR CONTRACTORS 


We are now publishing a bi-monthly architectural magazine, every issue of which will be full of val- 
uable and helpful information for contractors and builders. If you would like this magazine, write 
us and we will be pleased to place vour name on our mailing list. 


: Address, WHITE PINE BUREAU, 
epresenting 


The Norther Pme Mangan" 2235 Merchants Bank Building, St. Paul, Minn. 
Association of Minnesota, Wisconsin 
ind Michigan, and The Associated 


White Pine Manufacturers of Idaho 
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North Carolina Pine is invaluable for interior 


treatments —]beamed ceilings, paneled walls, 


built-in bookcases, etc 


Forms a Perfect Base for Paint 


North Carolina Pine contains very 
little resinous matter. For this rea- 
son it takes and holds paints, stains 
and varnishes better than any wood 
of its kind on the market. 


Its perfect base for paint makes it 
exceptionally valuable for interior 
work. The constant demand for in- 
terior ornamentation in varnishes 
and stains, and especially enamel, 
can be met with North Carolina 
Pine. 


Architects’ and Builders’ 
Reference Book FREE 


Write for Architects’ Reference Book, prepared 
I )nvenient form for fing Describes the mans 
es of North Carolina Pine and the beautiful 
t obtainabl 
pecimen panels on request 


North Carolina Pine 
Association 


Norfolk, Virginia 
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New Improved Bommer Double Action 
Spring Butt Hinge 

Bommer double-acting hinges are technically correct dou 
acting spring butt hinges. They have the weight-suppor 
located to both adjustable spring-ho! 
from supporting the weight of the door, enabling both 
springs to respond íreely and evenly in the barrels of 
when the door is opened in either direction, increa 
durability and decreasing the breakage of springs. The pi: 
and washer are interlocked, which prevents the 
tips from working loose, and contines the wear at the be 


bearings relieve 


hinge 


flange 


Single Action Bommer Double Action Bommer Hinge. 


Hinge. 


ings to steel washers which are easily replaceable. By this 
construction the durability of the hinge becomes practically 
unlimited and unequal wear of the barrel-ends is eliminated. 
They are made of wrought steel, bronze and brass, in all 
finishes, and have steel bearings thruout. 

Bommer Brothers, of Brooklyn, N. Y., have been awarded 
the Gold Medal of Honor at the Panama-Pacific Interna- 
Exposition for superiority of construction of their 
Bommer spring hinges. 

КЖ 


New Catalog of Buffalo Wire Works Co., 
A Reference Book As Well As a Catalog 


On January 1 the new catalog known as Catalog No. 8 of 
the Buffalo Wire Works Company will be ready for distribu- 


tion 


valuable tables of various kinds t! 
are used every day by the most of the 
the largest to th 


for or handle ат 


This book contains 
business people from 
e smallest, and principally bv those who 
of th« 


wire cloth for 


articles which the above con 


manufactures, such as screening purposes 


tect of windows, lathing and for many other purp 
ilso wire work, such as desk railings, counter guards, 
partitions, machinery guards, and window guards; ornam 
ron work, such as elevator enclosures, elevator cabs, d 


grills and many other articles too numerous to ment 


this space 


This company has been manufacturing wire cloth, 
work and ornamental iron work for the past half centur 
their up-to-date factory, with the latest improved machi 
has its headquarters located at No. 413 Terrace, Buffalo, N 
nd its branches thruout the country, the latest branch ! . 


opened at No. 11 
\ugust 1, 
in the best workmanlike manner and executed in the shot 


South Seventh Street, Philadelphia, 
enabling them to care for their customers’ W 


possible time. 

The above catalog will be 
and inquiring for same on their business stationery or | 
Buffalo V 


forwarded to those inter 


by addressing the main office of the 


Works Co., 413 Terrace, Buffalo, N. Y 


ness cards 
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In this day of genuine things there 
is a growing demand for 


P Gemine Birch Interiors 


Because of the Beauty, Durability and Low Cost of 
Birch Trim it is being employed in all manner of structures» 
from the homelike cottage to the palatial hotel. 


The foremost architects and builders of the country now 
are employing Birch as Birch instead of using it as a 
substitute for an imported wood of less beauty and prac- 
tical value. 


Some of the best work of the leading architects of America 
is fully illustrated in our revised publication, Birch Book-C, 
which also contains much general information of value. Send 
today for your FREE copy. 


Nothing will be of so much direct, personal value to you, 
nothing will do more to make you sure of what you want 
than a full set of Finished Birch Samples, including the 
new and wonderful Silver Gray. 


A set will be mailed without charge to all who write 
immediately and give us an outline of the work they have 


in view. 


These samples are invaluable to all directly interested 
in building. 


Give Us an Opportunity to Co-operate 


Write Today! 


Northern Hemlock and Hardwood 
Manufacturers’ Association 


Oshkosh, s: : " — : Wisconsin 
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Glazed Tile Silo Block 


The t really vital features of the 
re th« wall material and the d 
utting out both the wood 


first-class modern silo 
г construction. While 
and tile block silos, the 


main 


stave 


Kalamazoo Tank & Silo Company of Kalamazoo, Mich., are 
eaturing their glazed 
tile, double wall block 
ilo in an early Ini-vear 
ales campaign, the idea 
ing that before the 


spring work opens on 


the farm the tile can be 
hauled from the sta- 


tion at convenience and 


erected by home 1 bor, 
when that home labor 
15 most plentiful and 
p Kalamazoo Glazed Tile Silo Block 

heap The tile is 
shipped direct from the nearest of a chain of kilns and money 
is saved the silo buyer by the saving effected in not having 
to store the tile with consequent numerous handlings and 
re ikage 

Ihe detail construction of the Kalamazoo tile block is 


shown in the sketch апа the 
the superiority of their glazed both sides tile over the com- 
r tile block. The Kalamazo: 
frost and moisture out. The mortar enters the open 
blocks solidly together, 
reinforced bv gal- 
internal 


Kalamazoo people emphasize 


mon cement keeps moisture 
in and 
spaces at the ends, thus keying the 
airtight construction, 
sufficient to withstand all 


arrving ample margin of safety as well. 


making absolutely 


Vani ed peened hoi ps, 


strain, and 


many silo makers thruout the country equip 


Kalamazoo 


[he fact that 


Ic] pro t with the famous patented door 


ITER AND 
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construction, placing yearly orders for the improveme 
proves the reliability of the "Kalamazoo." It is a 
tinuous opening, all steel, hot galvanized door frame 


door construction. The series of 30-inch, everlasting R« 
wood doors are sealed snugly against a felt gasket by mal 
able iron cam latches, which form a safe and convenient ladd 
the entire height of the 


The Kalamazoo early-in-vear sales plan is a step in t 


silo. 


direction of equalizing monthly sales so that twelve mont] 
business does not have to be jammed into two or three, 


conditions arising therefrom 


Р 


Lane’s New Garage Hardware 


Bros. Co. are putting on the market several types 


consequent unsatisfactory 


Lane 
arrangements for operating sliding garage doors where t 
yet it is necessary to move the doors easil 
perfectly tight against winti 


space 15 limited, 


and to close the opening 
weather. 

There ar« situations 
construction of garages 


ioned swinging or sliding door is most inconvenient if no 


developing in t 
plain old fasl 


many constantly 


modern where the 
quite impossible. 

In such or another of the plans the Lanes 
developed will almost surely meet the required conditions 
In the closed position any of these doors may be held snugl: 
etc., by the ordinary methods as with 


cases one have 


against the sills, jambs, 
swinging doors we thus be kept equally weather tight, and 
each one of these found satisfactory to prac- 
tical application and operation. 

The doors may be opened outwardly, 
clear within, or they may be kept entirely inside 
position stand back 
shows the required clearance for 


outtits will be 


leaving all the space 
the building 
wall. 
operating, 


and in the open against the side 


dotted line 


true for 
at left, 


this is equally 
illustration 
City 


and 
shown in 
Jersey 


is a good Tin roof 
Aged Women, Boston, 
The School Building at 


Highest quality Rooting Tin manufactured 
HEARTH” in addition t« 


A pollo- Keystone Coppe 


American 


Der r Detr N 
rt R ‹ UNITED S 
ITED OTATES STEEL 


Ly OPEN HEARTH 
[14 
° Pounne ¢ on™ 


ntati 
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THE BEST ROOF FOR PUBLIC BUILDINGS 


residences 
was covered 
was roofed with MF 


SPECIFY COPPER BEARING OPEN HEARTH 


Roofing Tin 


and it lasts 
brand and weight of coating 
Bearing Galvanized Sheets 


Sheet and Tin Plate Company 


GENERAL OFFICES: Frick Building, PITTSBURGH, PA. 


DISTRICT SALES OFFICES: 


EL Propucts Company, New Y 


ATES ST 
PRODUCTS COMPANY, 


N THI 


and other classes of buildings. The Home for 
with MF Roofing Tin over forty years ago. 


fifteen years ago. Excellent service has resulted. 


Demand roofing plates that bear the stamp “С, B. OPEN 
We also manufacture 
Send for booklet. 


It insures a roof of service and satisfaction. 
unequaled for all forms of exposed sheet metal work 


New York Philadelphia 
rk City 
$ Angeles, Port 


Pittsburgh 


San Francisco, I 


AMERICAN CARPENTER AND BUILDER 


AMERICAN CARPENTER AND BUILDER 
‘ope anv 


r and Builder \ 
Gontrario shed on Short Notice 


Plans and Estimates Furni 


L AE 
Fairview, South Dakota. bop / 


lp 
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Ak t ' 
Whit uut Te 


14707 
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— 


б HEWITT-LEA-FUNCK CO, 
1608 H-L-F Building, Sumner, Wash. 


less, and tickles your 
customer every time. 


€ 
H-L-F House I er (free) 
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A Good Business 


J OIV 0700-72272 


What we are looking for is not a man out of a 
job, but a man who wants to get out of a job to 
start a business. 


We want the best—not necessarily the biggest 
concrete or cement man in your neighborhood, 
willing to back his own judgment by investing 
from $150 to $5,000 in his equipment. 


On this investment he should, after a few 
months of good preliminary work, earn not less 
than 10% a month profit, which rate should not 


only remain steady, but steadily increase. 


The Norwalk proposition is neither a “sure 
thing” or a get-rich-quick game. For the man 
willing to work hard enough and invest money 
enough to get a fair start, it will give bigger and 
more certain returns than other legitimate 


business we ever heard of 


any 


It is neither a theory nor an experiment, but 


a tried out and tremendously profitable manu- 
facturing line for a practical man with imagina- 
tion and enterprise enough to crave something 


rather crowded opportunities to 
regular cement line. 


bigger than the 
be found in the 


Our eight years’ ience has shown that 
two kinds of men are most successful with the 


Norwalk Vault proposition 


(a) The man alreadv doing well, whose busi- 
ness, however, is not developing rapidly enough 
to suit him or has slow one time 
or another. 


expt 


seasons at 


(b) The man who wants to get into business 
for himself, but has so far seen nothing really 
worth his while. 


One-third the good territory of the United 
States is gone. So if the proposition appeals to 
you at all, don't pass it by because it is new. If 
you think you might be interested, ask us any- 
thing you want to know—no obligation on your 
part whatever. 


The Norwalk Vault Company 


NORWALK, OHIO 


40 Seminary Street 
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Note how much less than for swinging doors. 

One feature that should be of particular interest t 
chants is the fact that in each case the tracks and br 
are Lane's Standard Trolley goods, the same as cor 


2U Oo Элом б, i # 
^ Deecekonged ot chats with 
“middle doors quiaca by hancers. 
e c 


Korda ov 411 
Wangers. 


One of the Plans for Hanging Garage Doors with Lane Hard 


used for barn deors and the like, while the hangers fot 
“A” and “B” are also a regular barn door type and 
extent no special stock is necessary. 

The New feature just brought out is the No. 292 H 
which obviates all difficulties because the wheels do not 


ject beyond the swivel. It is equally applicable to plans y 


there are double doors and but a single track across the і 


tre 


ire. 


ет, 
ro- 
re 
nt 


This outfit has also been used for a series of openings or 


stalls along one wall of a building by securing the side t 
to overhead supports. 
On account of the ease and simplicity of erection 


great adaptability to various: conditions, a large sale is ai 


pated on the No. 292 type of hanger. 
The manufacturers, Lane Brothers Company, Poughk 
А pan) 
N. Y, will gladly send illustrated circulars on request. 


Р 


Wallboard for Winter Work Booklet 


One of the most interesting and comprehensive a 
on winter work for the carpenter is contained in a 
just off the press and now ready for free distribution a 
our readers 

The 


various 


article treats entirel 
Wallboard by the саг 


the 


uses of 


subject matter of 


and manifold 


ks 


les 
klet 
ng 


the 


ntef 


Send for This 


New Wall Board Booklet. 


for new work as well as alterations and repair work tl 
be carried on in the winter season. 

The article is written bv one well versed in his s 
and should be of great interest to all of our carpent 
contractor readers who are interested in solving th« 


of the idle period during the winter 
Ihe booklet is published by the Philip Carey í 
1021 Wayne Avenue, Lockland, Cincinnati, Ohio. 


We are advised that they will be pleased to send it 


ot 


ir readers on request 
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terial, except mason- 


ry, to build this room material direct to the actual builder has proven a boon to 

thousands. Let us show you how to make more money 
by saving more money. NWN Tt 

ГА * 
President 
Ыы LI е e е 

Everything in Building Material 
is described in this big book. It quotes low, net, rock bottom prices for lumber, floor- 
ing, roofing, doors, windows, interior trimmings, cabinet work, colonnades, porch- 
work, hardware, tile, paints, wallboard, metal work, plumbing and heating equip- 


ment, cement machinery, water supply outfits and thousands of building specialties. It 
is a handy book of information and reference that no builder can afford to be without. 


les Д Weill furnish all mar Free Architect’s Blue Prints 


ry, to build this 8-room 


Save *5 to *500 on Every Order 
s : for Building Material 
er, UY your lumber and millwork direct. Every contrac- 
— tor, carpenter and builder should have our big free 
re catalog of building material—the book of $000 price c» 
nt bargains. А copy is ready and waiting for you and will be 
" For $1000 sent free, postage prepaid, at your request. The tremendous 
ks i}  Wewill furnish all ma- saving afforded by our method of supplying building 


let usc Dium fena You do not need to have costly plans prepared by high-priced architects, thus adding to 

г - the cost of building, because we have had just such plans prepared for us by some of the 

ng ablest licensed architects in the country. 'These plans are complete in every detail and 

include a full set of specifications. Our FREE PLAN BOOK tells how to secure these 

plans without one cent of cost to you. A contractor will find this book of the utmost 

the assistance in securing new trade because with it he can show his customers newer and 
р better designs that may be built for less money. 

ar 


Houses of Standard Construction 


These buildings are of standard construction. They are built from high-grade guaran- 
teed material with all cutting and fitting done by the carpenter on the job. They are not 
“ready-cut,” “factory built" or freak houses in any sense of the term, but are erected as 
any house must be put up to secure best and most lasting results. Practical builders 
will readily appreciate the importance of this feature. It means more work for them 


L| 
2 
WO 
X 
We will furnish all ma- and a better and less expensive building for their client. 5 
1 regu озок mason- e : 
ry,tobuildthis 6-room ; 
heer ant. Гуо Big Free Books 
г 
a 


» 
We want every carpenter, contractor and builder to have a copy of our big, free catalog, 
whether or not he is now in need of building material, It will keep him in touch with the 
very lowest prevailing prices and prove an invaluable guide to right buying. "Plan Book 
of Modern Homes" is filled from cover to cover with designs of convenient bungalows © 


handsome suburban residences, town houses, practical country homes and barns Write 
for either or both these books today. Both are free. A postal request will bring them by А 
return mail, ог fill out the coupon below. К 


хы (HICAGO MILLWORK SUPPLY (0. 


terial, except mason- AMERICAS GREATEST SASH AND DOOR HOUSE 


ry, to build this 7-room 
house. Plans free. 


1422 W. 37th St., Chicago 


Write for COUPON 


Estimate zm PN us 
1422 W. 37th St., Chicag 
listed 


Send us your lumber and 

millwork bill for our f» Chicago Millwork Supply Co., 
estimate, Let us quote 

prices including all freight Gentlemet 
charges direct to y r rail- below to 
road station, so that you 
can tell in actual dollars 


Please send your FREE Bo 


and cents what we can N 5 
save for you on your pres- "in 
ent requirements. This маат 
: ice i г ач 
We will furnish all material, ех service is PRES. à ت‎ 
cept masonry, to build this 5-room 10.1422, of Building Mater! 
house. Plans free. Catalog No. " arn Plans 


1422, House and B 


Plan Book No. 
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The Road to Success 


town of Bristol, Conn., was one 


hat somehow 


rst Americ: 

third generation 
skill and craft from far-off 
first to establish itself in 


family was among 


in this new land of promis 
or anvil we 


Atkins, in 


away at his 


bench” 

Elias 
1845, hammering 
task, but with 
blood 


venture and 


\t the 
1 
1 


young 
thoughts afar 
boiling for ad- 
filled with 
desire to 


off, his 
his soul 
an unconquerable 
ас hic ve. 

He re he 
already 


was in а field 
Out there 
fruitful 


occupied 
was the broad and 
West 
miles of virgin 
be felled, cut 
ht for the 

Then 


to the 1 


thousands of 
forests, all to 
into lengths and 


with its 


builder's use. 
came the last farewell 
iving mother and cling- 
ng girl-wife, the last good- 
Anvil. bye and look at the 


old familiar sights of dear old 


At the Saw parting 


Bri tol, 


uncertainties, in the 


and our boy was gone to cast his lot among the many 


wilds f Indiana. 
"Twentieth 


Much of the 


| her« were mno Pullmans, or dining cars, or 


Century Limited” trains in those days jour- 


What Would "mm If Es 


Recommended a Wall Board 


That Shrunk So Badly It 
Pulled From the Nails? 


Your reputation .is at 
can't afford to use a 
warp and buckle 


stake on every job, and you 
wall board that will shrink, 


Your customers depend on your judgment in select 
ing materials and your skill in applying them, so 
you handicap yourself and “get in bad" if you buy 
wall boards on price alone 


WATERPROOF 


PIASTERCON 
МАЙ Ар) 


In addition " Waterproof Plastergon 
and stiffer than other boards, it is also more 
proof and о perfectly sized for painting. 
One or two coats of any flat wall paint on Water- 
proof Plastergon without further sizing produce 
an effect equal to three or four coats on other boards. 


being harder 
water- 


No Asphalt to Gum Up Saws. 

No Wood Cores to Raise the Price. 

No Dark, Foul Smelling Paper Stock. 
Just good, pure, Northern Spruce Fibre 
уа! rproofed and sized 
Look into the 
instructions for 
who writes and 
Plastergon that 
card today. 


[ Plastergon Wall Board Company 


chemically 


situation \ 
testing 
we'll 
sets a new 


generous sample with 
will be mailed to everyone 
quote a price ou Waterproof 
standard, Just mail a 


101 Fillmore Ave., коа NT. 
cadi cd a — کو‎ 


کح ڪڪ 
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Then and Now at the Atkins Factory. 


and the days long 
But the 
forward, 


ney was made by stage-coach, were 


the nights seemed never-ending. young pioneer 


pushed forward, constantly towards the setting 


last he reached the 
is known as tagcat 


sun, until at small village that was or 


at that time only a безани 
trading post оп the National Road running from Washington 
to St. Louis. 

Here among the rugged oaks and monster hardwoods, ou 
young sawmaker was made welcome. 

Ihe starting of a business enterprise in those days was far 
ditferent from the initial 


Ther 


present. There could be 


there 


no heavy 


investment, because was no money to invest. 


could be no large buildings with complicated machinery, 


because no buildings or machinery existed, 
at the 
Just a shed 


but there 


for that purpose, 
time. 


and an anvil and hammer and a few tools 


were all; were sturdy manhood, determination and 


Interior of Home Constructed of FIBREWEB 


Mr. Contractor and Mr. Builder—Let FIBREWEB help 
you solve that building problem by utilizing the latest 
improved moisture proof fibre wall board. 


FIBREWEB is exactly what its name implies—a closely 
woven and compactly formed wall board every fibre of 
which is treated in the pulp form to withstand 
moisture. 


Replace the old, unsanitary lath and plaster construction 
with the modern FIBREWEBBING process. 


Ask us about it. 


The Fibreweb Co. 


Department A - - - Marion, Indiana 
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The Real WALL BOARD 
from Rockford 


When introducing Rock Board to the Publie we realized that to bring it into 
universal use, it would have to be the superior of anything on the market. 


ROCK BOARD is Popular with You 


Builders for these Good Reasons 


It is heavy, and very strong, making it exceptionally easy to handle, being 
nailed directly to the studding. No skill necessary to put up, a fine saw and 
hammer are the only tools needed. Cuts to any size, eliminating waste. 

Rock Board is ready for decoration as soon as it is nailed to the studding and can 
be painted the same as wood or artistically steneiled. Rock Board is an ideal 
insulator, deadens sound, makes a house warmer in winter and cooler in sum- 

mer. Withstands shocks, strains and vibrations that crack and ruin plaster 

walls and ceilings. “Нага as Rock and as durable." 
Roek Board has no equal for a low-cost efficient way of partitioning, offiees, stores 


factories, ete. Make some money this winter transforming barren attics into com- 
fortable bed-rooms or do remodelling work with Rock Board. 


Write for FREE Samples 


and make your own comparisons —We'll b» glad to send every 
Carpenter and Builder complete information together with 
Free Samples of ROCK BOARD from ROCKFORD. 


Rockford Paper Box Board Co. 


Rockford, Illinois 
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UTILITY BOARD 
Brings Winter 
Profits 


NOW when 


cold weather makes 
building work slow—try our Utility 
Board. Utility Board can be used for 
remodeling interiors, making new rooms 
of old attics, lining garages—for a hun- 
dred and one purposes. 


Visit your customers and show them 
how Utility Board can be used to ad- 
vantage in their homes. Show them the 
beautiful new grained wood finishes in 
plain oak, quartered oak, circassian wal- 
nut and mahogany as well as standard 
finish Utility Board. They will like 
Utility Board because it is so handsome 
in appearance; it won’t chip or crack; 
and there is no muss or fuss in having it 
installed. You will like Utility Board 
because it is easy to put on and your 
profits are big. 


And remember, it is never too cold to 
lay Utility Wall Board. That means 
comfortable, profitable employment for 
you even when it’s ’way below zero. 
Write now for sample panels of Utility 
Board in all finishes. Sent without cost. 


The Heppes Company 


Giant Flex-A-Tile Shingles 
Standard Flex-A-Tile Shingles 
No-Tar Asphalt Paint 
Rubbertex Roll Roofing 


Other Guaranteed Heppes Products 


4503 Fillmore St., Chicago, Ill. 
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AND BUILDER 


an inborn and acquired knowledge of his profession 1 
which meant more for his future success than elaborate e 
ment and heavy investments would have done. 

From his modest beginning in 1857 has grown the en 
enterprise of today 

It is true that opportunity 


entered into the succes 


marked degree; but of much more consequence has bee 
one underlying principle that has dominated the business 
its inception, which has been the name of E. C. Atkins & 
shall given to a saw or tool unless it has 
made of the material and built on the 


scientific principles 


never lx 
very finest 


ole 


Builders’ Derricks and Winches 


Winches and derricks are most important parts of a 
tractor’s equipment. They will often pay for themselw 
the time and labor saved in handling material, both light 
heavy, on the job. 

The winch shown here is especially convenient and 


Fhe Sasgen Derrick Folds Into Two Pieces for Carrying 


tical in construction work. This single drum, single 
geared winch can be operated both direct and in gear 

The change from direct to compound can be 1 
When light loads are g 
with the 


handled, the g 


one shaft. 


in an instant by one small lever. 
handled, the 
speed. When 


direct drive can be used resulting 


heavier loads are being 
drive should be 

The other ilh - 
tion 
"Champion" all-s 
derrick. This is | 
and portable ai 
the same time is 


pable of handling 


shows 


Ready for Work Detail of Drum. 
1,000 pound It folds up into two | s so that it « 
readily carried in an auto 
The Sasgen Derrick Company are the makers 
equipment. Their address is 2053 N. Racine Avenue, ( 


IL Further particulars on their new winch and oth: 


1 £ 1 
t equipment can be secured trom them 
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Give Yourself 


This is the first announcement we have ever 
made to you carpenters on the firing line. 


Up to this time we have been oversold on Upson 
Ггосеѕзѕеа Board, all the time. But now with our 
с, new, modern factory—the most completely 
equipped wall board plant in the country— now that 
| сап supply more board, we want you to know 
why you ought to use Upson Processed Board in 
preference to any other. 

Of course you’ve heard about Upson Processed 
Board! You probably already know it as the quality 
board — the standardized board by which others are 
judged and compared. 


T may be that you 
Í are prejudiced 
against the use 
of any wall board — 


either had bad luck 


id: 

s І j 

“ ur 1 
А id 


a Square Deal’ 


Interior finished in Upson Board — for client's Greatest Satisfaction 


And Upson Processed Board is DIFFERENT. It 
is well called artificial lumber because it looks like 
lumber — feels like lumber — and works like lumber. 
You will feel more at home with it than with any 
other board. 


contraction and ex- 

ansion — WATER 

ROOFED to resist 

P. М the penetration oi 


dampness and mois 


yourself with some punky board or The Most DEPENDABLE Board Майе іп America ture ang SURFACE FILLED to 


heard of some brother carpenter J 

iving trouble. But don’t put 
Upson Processed Board in the same 
class with irresponsible, warping, 
pulling boards. 

Get it clear in your mind — 
Upson Proeessed Boardis DIFFER- 
ENT. It is no more to be compared 

h other boards than hemlock is 
with oak. 

Perhaps the boards you've used 
in the past were punky and mealy — 
perhaps you couidn't saw, cut or plane them — perhaps they 

e hard to handle because they were so brittle —and perhaps 
after you had done your best to get a good job, they curled 

nd pulled, even in some cases ripped loose from the walls. 

But you never heard of Upson Processed Board pulling 

m the wall or drinking gallons of paint because it was 

spongy or absorbent. No! You never 


SOON АХ SEN heard of Upson Board giving very much 


E trouble anywhere, because there isn't a 
j "kick toa million feet’’—a fact that we 
| are willing to back by affidavit. 


Now then, you believe in a square 
deal. You believe in having your cus- 
tomers buy building materials just as 
you buy lumber— BY GRADE. 

You, yourself, wouldn’t pay as much 
for a 5and10-cent store saw as you would 
for say a Simonds saw — you wouldn't 
recommend hemlock where you knew 
oak or cypress ought to be used. It is 
your policy to recommend products to 
your customers that will give satisfac- 
tion as well as reflect favorably upon 
your workmanship. 

So, for your own good, you ought to 
know why Upson Board is better. In 
the first اد‎ it is made of long, wiry, 

thout a bend tough PURE WOOD FIBRES, SCIEN- 
ENDABLE TIFICALLY PROCESSED, and com- 
ised Board bined under the UPSON formula. 
ryou. Willaave Then, every panel is carefully PROC- 
ESSED so that it is pre-shrunk or KILN 
CURED, like interior trim, to minimize 


= THE UPSON COMPANY 


foot panel of 
Board stands 


nd cost in ap- 
d cutting. 


The Most Completely Equipped Wall Board Plant in America 


Upson Board cuts with a clean edge and planes smoothly. The 
stiff panels are more easily handled and there is no stick y tar 
to gum your saw and make you condemn wall boards. 

And Upson Board is strong — stands more than 400 pounds 


give a perfect bond for paint. 

The difference in cost between 
DEPENDABLE Upson Processed 
Board and cheap, punky, ''jack 
pine” boards or dirty “chip” boards, 
is less than а dollar for the average 
room and that small difference is 
saved several times over in the 
lower cost of painting Upson Board. 
This is a point you ought to tell 
your customers about. 

You want to know, too, that 


pressure to the square inch. No pure wood fibre board on 
the market tests so strongly. 

Scores of carpenters have told us they can apply a quarter 
more of Upson Board in a day than of any other wall board. 
That means economy in application for you. 

Yes, you owe it to yourself to know about Upson Board 
You will be delighted with it when you've used some and con 
vinced yourself as to its dependability. You will find it better 
adapted to your work than other boards and we are willing 
to let you prove these statements yourself. 

By all means use wall board — but use the BEST board 
Upson Processed Board comes nearest to being the perfect 
wall and ceiling lining for every kind of building — new or 
old. It also offers a profitable little side line in making 
cabinets and other articles. Іп fact, it is almost as 
useful as lumber in every-day carpenter job 

Send today for your sample of this depend 
able wall board. "Test or compare it with any 
other boards you may know. 


r з 

You'll be interested in a mighty good plan we l dw. 
have for cooperating with carpenters who use 4 SON 
Upson Processed Board It makes work COMPANY 


26 Upson Point 
Lockport. N. Y. 
Send me large 
sample of Upson Board, 
descriptive literature and 
full particulars of your car- 
penter proposition. 


the year around and especially during win- 
ter months which are sometimes dull. 


Write today for samples of this 
hard, stiff dependable wall board 
and our dollar making plan for 
carpenters and contractors. 


Fibre Board 
Authorities 


DII ee ee а 


NS Lockport, New York 
W ППП LOOK FOR THE BLUE CENTER—TRADE-MARKED ППИ SK OT 
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Stock Terra Cotta 


usual interest to architects, contractors and 
also the man who is planning to build, is the announcement by 
the Midland Terra Cotta Company on another page of this 
Look carefully at the picture in their advertisement 
stack after stack of white enamel terra cotta 
ready to fill orders on short notice—all that it requires before 
loading on cars, is fitting it to your plan. 

The beauty and richness of white enamel terra cotta com- 
bined with good taste in the architectural treatment assures 
snap and a distinctive quality to any building which cannot 
be equaled thru the use of any other materials. Such a 
building cannot fail to win the admiration of even the casual 
passer-by—a mighty good advertisement for the builder as 
well as the owner 

Their 1916 stock portfolio, which is supplementary to the 
previous yearly editions, will be ready for distribution after 


Of more thar 


1 е 


you can set 


and Stock Terra Cotta. 


Chicago Business Block of Brick 


new year. This portfolio contains sixteen 


serially numbered from 45 to 60, each plate contain- 
ing many valuable suggestions on the use of stock terra cotta. 


the "t of the 


plates 


Call or write the Midland Terra Cotta Company, 1515 Lumber 
Exchange Bldg. Chicago, for one It is free to those in- 
terested. 


This Package of 
Helpful Infor- 


mation on 


Carpenters and Builders 


Every carpenter and builder who 
writes for samples of Roberds' Ideal Wall 
Board, will be given absolutely free à beau- 
tifully designed panel showing our boards in actual 
colors together with useful information which will be helpful to 
ou in your dally work 


ROBERDS’ IDEAL WALL BOARD 


“The Guaranteed Moisture Proof Wall Board” 


Write today for the Free Package—it's yours for the asking; 


Dor delay 
| of our wall boards in gray, tan, mission and quarter-sawed oak. 


also samples 


P 


S 
ma 
x44 


Roberds' Oak Wali Board used in paneled dining room in residence of 
Arthur G. Wade, Oak Park, 11 


CARPENTER 


Building, 
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Archer Special Concrete Mixer 

The No. 1 
following distinctive 
mixer, having a daily capacity of 40 to 70 cubic yards m 
1 ordinary working conditions. Ве 
end discharge, it can be ended її 


Archer Special concrete mixer 


advantages. It is an 


possess 


end discl 


the forms to spout concrete dire 
into them without the 
wheeling the mixed material. It 
portable machine. 
platí 
end and swung around to any 


necessit 


an extremely 
can be easily lifted at the 


tion and can be moved around от 


Archer Specéal. 


job or from one job to another w 


ease, a feature which is a large factor in effecting low build; 


costs. For foundations, curbs and gutters. concrete roads 
sidewalks the end-discharging principle has been de 
strated to possess many advantages. It can be worked 


small narrow places or on narrow platforms where it wi 


be impossible to even take side-discharging machines. 
The mixer has a capacity of 41 cubic feet of wet concre 
feet of 


It takes one-half sack of ce- 


per batch or 6 to 7 cubic 
dry. 
ment for a 1: 3:6 mix or a whole 
The engine is rated at 3 horsepower 
but will develop 31⁄2 
enough to drive the drum continu- 


ously no matter how much material is crammed int 


sack for a proportion 


and is strong 


Easily Moved. 


Many records from contractors show that this mixer will 
lay from 2,500 to 3,000 square feet of 6-inch sidewalk pe 
One machine wit 


day, mixing both top and bottom courses. 


eight men will lay 275 square yards of 7-inch concrete : 
road 


On 
side bv side 


per day, mixing top and bottom courses 


some contractors use two machines working 


Trademark Reg 


Is More Than a 
**Wall Board" 


because it handles so easily , saws smooth and clean, 

does not warp. shrink, crack or break, always lies 

flat and straight It is the ideal material for: 
lining garages and outdoor sheds for warmth. 


No. 94745. 


lining summer cottages (he!ps keep them cool). 
quick repair partitions. 
enclosing rooms in attic or cellar 


T—— M ME € 


building dust-proof closets and cabinets. 


panels in wainscoting or beamed ceiling. 
shelves, drawer bottoms, cabinet backs, and 
1001 other purposes. 

It's the center core of kiln-dried wood slats that 
makes Compo-Board so strong, durable and satis- 
factory in so many ways. 

It's this same patented feature of construction 
that makes genuine Compo-Board so easily iden- 
tified. Look for this wood core when you buy and 
avoid disappointment. 

Sold by dealers everywhere in strips four feet 
wide and in lengths one to 18 feet long, as desired. 

Write for interesting book and free sample piece. 


Northwestern Compo- 
Board Company 


5777 Lyndale Ave., No. 
MINNEAPOLIS, MINN. 
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15 Salesmen Working 
For Me and More 


Coming 


These salesmen are 
my customers — property 
owners — whose residences | 
have covered with NEPON- 
SET Shingles. They are the 
biggest boosters of the shingle I know. They're turning busi- 
: ness my way every week. There is no roof so attractive as 
B that covered with 


NEPONSET Shingles 


PATENTED 


Each shingle is specially built up—the butt 
end being three times thicker than the top end! When laid 
they form seven layers. That will give you some idea of their 
durability. Why not get a sample and investigate for yourself ? 
The same materials are used in Neponset Shingles as in the well known PAROID 
Roofing, also used in Neponset Proslate, the highest grade colored ready roofing 


ever made. Neponset Wall Board, Neponset Waterproof Building Paper 
and Neponset Floor Covering are other well known Neponset products. 


Bird & Son, Department C, East Walpole, Mass. 


» Please send me a sample of the NEPONSET Shingle. This does not obligate me in 
any way whatever. Also send copy of your booklet “Repairing and Building." 


COUPON 


Name 


Address. . 
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Which?- 


The 
" Answer 


Г! irability of wall 1 1 beyond question. It 
necessary and dis et fui п both business 
1 residential structui 
1 the mind of the architect the the irise but 
uestion—that is, which to specify 
| d mination 15 impe Bt owledge of 


Fiberlic 


for Walls and Ceilings 


| its pronounced регіо поза the ques 
for all time 
Fiberlie is made entirely of long. tough, imported root 
те Therein lies its chief claim to your recognition. 
construction gives it great tensile strength, pro 
1 fire resisting qualities and stounding dura 


It c sin standard size sheets and is made in three 
eight A fine cross-cut saw alone is needed to cut 
t toa lesired size Fiberlic is nailed directly onto 
tudding There are special Fiberli« paints and 
24 different colors and shades which permit of 

wid irietv of color effects 
Fiberli ind explanator ture on re 


The Fiberlic Company 
Camden, N. J. 


England Branch: 140 Washington Street, North, 
Boston, Mass, 


New York Branch: Fuller Bros. Co., 139 Greenwich Street. 


Yeu 


London (England) Branch: MacAndrews & Forbes, Ltd., 
Finsbury Court, E. ( 


Court Room at Tawas City, Michigan, finished in Carey Cei! Board 


THERE IS NO DULL SEASON 


! table ea 
ate home 


work all year round. remodeling 
making finished rooms in att 


ind 


public buildings 
ind cellars with 


il pl Conven es that eut t ivan 

у € winter ler i immer id dry ill seasons 
r et ti branche O1 them is near enough 
wn to gi T deliver t low freight rate 


Write today for prices and proposition to builders 


THE PHiLI P CAREY COMPANY 


General Offices 1021 Wayne Ave, Lockland Cin Ohio 
OFFICES & WAREHOUSES IN PRINCIPAL CITIES 


PLEASI 


CARPENTER 


ot the 
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invaluable 
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This Contractor Uses a Ford Automobile and an Archer Concrei, 
Mixer. He's Making Money. 

thus in vardage equaling the average work done by the | 

expensive road pavers and at a labor cost of about 8 с 

per square yard. On straight run work where it is not 

to the 

claim to be able to mix from 75 to 100 yards рег day 

this mixer. 


essary move machine frequently, many contract 


The mixer weighs 1,920 pounds and sells at a trifle 


An 


Archer Special Mixer up in the Air on Viaduct Work 


12 cents per pound. It is guaranteed for one w« 

full particulars address the Archer Iron Works, 2601 — 

Thirtv-fourth Place, Chicago, Ill 1% C 
" -— — 
U 

New Edition Hendricks Commercial 
Register 
The annual edition of Hendricks’ Commercial Register | 


off the 
revised, name for name, fr 


Buyers and Sellers has recently come press. 1 I 


edition has been thoroly 
АП the 


much useful information has been added 


new 


cover to cover deadwood has been eliminated 
Complete lists of manufacturers and buyers in all bra 
of listed. All buyers and sellers should | ( 
a copy, as it will he More tl 
350,000 names are listed under about 45.000 classifications w 
ы; 


busine Ss are 


mighty useful at all times 


—-— 


regard to the various tvpes of business engaged in 


wtention is paid to the products used in contracting, 


— 
م 


trical, hardware, iron, mechani mill, mining, qua 
railroad and kindred trades 
The entire register has been reset in new type at 
indexing is most complete, so that no difficulty is епсош 
in finding any classification desired [he lists furnish 
even more reliable than formerl [he binding is of 1 
The S. E. Hendricks Company, Inc re the sole pt 


of this register 


New York Cit 


ind are located at 2 West Thirteenth ® 
Thev will be glad to furnish further d 


Co 
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Buyers’ and Sellers’ Register to those who art 


Purchasing agents and sales managers will 
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FREE} 
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. Furnished 


Complete in every detail —drawn up by an 
arehiteet who has made a specialty of ereating 
beautiful interiors in paneling by using decor- 
ative Board instead of heavy, 
craeking, eold plaster. 

Just Send Us Rough Dimension 
Sketches of the job you have up. 
We Will Furnish these complete 
Plans and Speciíications, Bill of 
Wall and Ceiling Material, and 
Estimate of Material Cost — All 
ABSOLUTELY FREE. 


NO CHARGE OR 
OBLIGATION WHATEVER 


We want at the Very First Opportun- 
ity to show you exactly how you сап 
obtain beautiful results with Cornell 
Wood Board—the light easy-to-apply 
wood board is rapidly superseding 
lath-and-plaster both on new work 
and remodeling. 


Cornel Wood Board 


IS GUARANTEED NOT TO WARP, BUCKLE, CHIP, CRACK OR FALL 


Some of the Many Advantages 
of this Material 
Light—heat-insulating 
Makes rooms Warm in winter and Cool in summer. 
Inexpensive—lasts as long as the building. 


Cornell Wood Products Company 
107 Insurance Exchange Building 
Chicago, U. S. A. 


Gentlemen: — As per your offer, please send 
Complete Plans and Specifications, Bill of Material, and 
Estimated Cost of Job — using the enclosed blue 
prints or sketches as a basis. Also send free sample 
of Cornell Wood Board 
We understand that this Service is Absolutely FREE 
to us —No Charge or Obligation Whatever. 


likes Paints or Kalsomine Perfectly. 

Can be put up in Any Weather. 

Sized through and through. 
\tmospherie changes don’t effect it. 


Made in the largest wall-board plant in the world 


insuring uniform high quality. 


Use the Handy Coupon 


lue prints or sketches of your next job, and let us send Nam 
lete plans and specifications showing exactly what you 


d how to do it Let us tell vou how inexpensive : з 5s 
Vood Board is dress 


Co:nell Wood Products Co. 


7 In-irance Exchange Building — - Chicago, U. S. A. 
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Look Before You Build 


Here, under one roof, is the World's Gr test 
Building Shopping Center. Here the prospective home Ma 


builder can see for himself just what his needs require mo! 
Here the contractor can get in direct touch with t ^ peo. $ thi: 
ple from whom he buys, and knowing them per-»nally Вос 
can better serve his clients and himself. Неге the archite nb. | Bou 
come better acquainted with materials that he is asked to specify Ch 
Here can be bought practically everything that enters into the con Re 


CEIFA struction of a building, whether it be a skyscraper or a Bungalow, 


A Permanent Expositif.. 


AIK CONDITIONING APPARATUS. 
Warren Webster & Co 
ANDIRONS AND SCREENS. 
Colonial Fireplace Co 
Thomas Moulding Brick Co 
ARCHITECT’S MAILING SYSTEM, 


CLEANING COMPOUNDS AND 
POWDERS. 
J. B. Ford & Co 
Finola Mfg. Co 
COLUMNS (METAL). 
Union Metal Mfg. Co 


FLOORING (COMPOSITION). 
Thomas Moulding Brick С 
GARBAGE BOXES (CEMENT 
Max G. J. Hoffmann. 
GARBAGE BURNERS. 
Kerner Incinerator Co. 


Miss M. E. Nessley COAL CHUTES. GARBAGE CANS. WAT 

ART MARBLE. Angert Wire & Iron Wks Angert Wire Iron Wks. 

Art Marble Co Donley Bros. Donley Bros. Equipment t 

ARTIFICIAL STONE CONCRETE MACHINERY. GAS LOGS. 

Barron & Harridge Ideal Concrete Machinery Co Colonial Fireplace Co. MET 
Garden City Sand ( CONCRETE MIXERS. Е. О. Neubacher. 

М. Nocenti Co Waterloo Cement Machinery (Co, I. S. Spiro Co, MET 
McNulty Bro CREOSOTED PAVING BLOCKS. GLASS TABLE TOPS. 

AUTOMATIC BATTERY CHARG- Kettle River Co. Marietta Glass Mfg. Co ORN 
a ING puy ICES. y om Die & Specialty C Plate Glass Window Mfg. ‹ M 
Десїтїс Products C 22 ee پت و‎ e GRANITE (MONUMENTS). 

ASBESTOS DIE TABII MACHINES. J. H. E د‎ Granite Co PAI 
4. & M. Asbestos ( McFarland-Hyde Co. W. О. Willison 
Central Asbestos & M erin fin DOORS (METAL). ч ы 
cepa Art Metal Fireproof D. & T. Co. GRANITE. А 

AWNINGS, DOORS (WOOD) J. Н. Anderson Granite í 
Walger Awning ¢ COL RE Veneered Door & Mantel C Maine & New Hamp. Granit 

: £ & Mantel Co \ 

BARNS. Morgan Sash & Door Co Pike River Granite Co. 

Stormsafe Consti on Û г ТУР: Stone Mountain Granite ( 
DOORS (SIDEWALK). 7 * 

BARN EQUIPMENT AND STALLS. American 3-Way Prism Co Woodbury Granite Co. | 
Louden Machine: Co DUMB WAITERS. HARDWOOD FLOORING. 1 

BEDS, Kaestner & Hecht Co Kansas City Hardwood Flo: 4 
American Bed C( ELECTRICAL APPLIANCES. HOLLOW TILE. PLA 
Invisible Wall Bed « Commonwealth Edison Co National Fireproofing Co i 
United Table Bed С‹ ELECTRIC STOVES. HYDRO STONE. PLA 

BOILER COVERINGS Standard Electric Stove Co Barron & Harridge. M 
Central Asbestos X Magnesia Co ELEVATORS. А INCINERATORS. PLI 

BOILER FEED WATER HEATERS. Kaestner & Hecht Co Kerner Incinerator Co. 

Milwauke Relia Boiler Wks. ELEVATOR DOOR-CLOSING DE- > rın En 

BOILERS VICES. INTERIOR TRIM. j 
\mer | Radia t Kaestner & Hecht Со. дигер es y '&M a 
Kanawha Mine Car ¢ ELEVATOR ENCLOSURES quote e Uae Г 

BRICK, Winslow Bros. Co. sens Jer EEE г э л. z 
Hydraulie Pressed Brick € Richey. Browne & Donald JANITOR SU PPLIES, PON 
Thomas Moulding Brick € FENCING POSTS. Finola Mfg. Co. 

Garden City Sand ( Max G. J. Hoffmann Co KITCHEN CABINETS (STEEI 
BUILDING MATERIAL INSPECT- FIRE AND PAVING BRICK. AND WOOD). PRI: 
ORS. Thomas Moulding Brick Co Faultless Iron Works 
Robt. W. Hunt & ‹ FIRE HOSE EQUIPMENT Е. О. Neubacher. PUB 
BUILDING RUBBER  NECESSI W. H. Salisbury & Co KITCHEN DOOR RECEIVING d 
TIES. FIREPLACES. BOXES. 
W. H. Salisbury «a Colonial Fireplace Co. Birch Mfg. Co. 

CAEN STONE. Thomas Moulding Brick Co. Gordon Valentine 
Garden City Sand ¢ FLAG POLES AND SUPPORTS. Kennedy Wall Cabinet Co 
MeNulty Bros W. O, Willison LATH (METAL). 

M. Nocenti & Со, FIREPROOFING TILE. Northwestern Expanded Meta 

CALKING CONTRACTORS National Fireproofing €o U. 8. Gypsum Co. 

Gifford-Pierce Co. U. S, Gypsum Co Thomas Moulding Brick Co PYR 
Weatherproof Calkiuz Ci FLOORS (CERAMIC). LIGHTING FIXTURES. " 

CASEMENT HARDWARF Art Marble Co Shapiro & Aronson. RAD 
Casement Hardware ( Alpha Mosaic Co. LIGHTING SYSTEMS. 1 

CEMENT. Venetian Mosaic & Tile Co Leader Tron Works. 

Atlas Port d Cem | I. S. Spiro Co. LIME. REI 

CEMENT ROOFING TILE (irueby Faience & Tile Co Garden City Sand Co. WM 
Federal €eme l'ile Co F. O. Neubacher Thomas Moulding Brick € 

CINDERS GAS STOVES MAIL CHUTES. 

Chica Supply & t 1 Ci Fy-er-less Co American Mailing Device ( 


When writing or visiting any of the above firms, please mention the American Carpenter and Builder. 


Entire Second Floor, Insurance Ex 
CHICAGO, ILL. 


BUILDING MATERIAL EXHIBIT, 


NISI NU OO 


Look Before You Build 


n these two pages are the names of the most 


itest responsible and progressive Manufacturers in Building 
оте Ма! rials. Use these pages—they will appear every 
uire mon'h—as your Buyers’ Guide. When in Chicago make 
peo- this Exhibit your headquarters. A few hours on this one 
nally floor will save you days of time. Our location is central— Jackson 
"ub Boulevard and Fifth Avenue and is right in the heart of things in 
Decifv h . We are in business to save you time and money. 
е om Re ber, *'It's Free to See’’ and you will be cordially welcomed 
alow 


or Better Building 


MAKBLE (FOREIGN & DOMESTIC) RFFRIGFRATORS 
ma Marble Co. — Sanitary Refrig. & Table Top ¢ 
do Yule Marble Co ROLLING STEEL SHUTTERS. 
Jackson Co. Kinnear Mfg. Co 


nt Marble Co t vai » "os 
Mg ROOFING (PREPARED). 


c : Heppes Co. 
is-Kiel Marble Co dena 3 МЕРИ б 
Vitrolite Co. International Roofing С‹ 


Patent Vulcanite Roofing Ci 
MAHOGANY LUMBER AND К 


— 
= 
mee 


VENEER RUBBER TILE AND MATTING 
lahl Walnut Forest Co W. H. Salisbury & Co 
Mengel & Bro. Co SACKETT PLASTER BOARD 
К ; U. 8. Gypsum Co 
METAL MOULDING. м 
í & Conca E cene Гы SAND AND GRAVEL. 
METAL TRIM Garden City Sand Co 
Metal Fireproof D. & T. Co SASH AND MILLWORK. 
RNAMENTAL IRON. Barrows & Donellat VACUUM CLEANERS. 
w Bros Co. І Conway Veneer & Mantel C4 American Radiator Co. 
җа tiba - Morgan Sash & Door Co Atwood Vacuum Cleaner ( 
ETON кч Donald Y E Alfred Struck Co Commonwealth Edison Ci 
PAINTS AND VARNISHES. SCAGLIOLA. ЕхееПо Mfg. Со. 
E Ар a 1 Finisl t MeNulty Bros Frantz Premie Distributing Co. 
і Gra shite n SEHE VO Michael Nocenti Co Quam Pneuma ` Ch er €o 
"1 ¢ U. т 
Paint. & Oil Co SCRUBBING MACHINES Ea m , 
M r bi M er bee 
\ 1 Paint & Varnish Со Finola Mfg. Co a РА ) 

n Products Sales Co SEWAGE EJECTORS. The Hoffman Specialty Ce 

B. Sipe & Co Shone Company VITROLITE TILE. 

Con Laboratories Yeomans Bros [Ihe Vitrolite Co 

Bros SIDEWALK LIGHTS. WALL BOARD. —  — 

| S. Gutta Percha Со American 3-Way Prism 4 shane Am od Products Co. 
PLASTER AND PLASTER BOARD. SIGNS. V B donat es 
S., Gypsum Co. Marx Sign Co. ` 1y psum الب‎ 
PLASTERING CONTRACTORS. SHINGLES (ASPHALT). WASHING MACHINES. 
McNulty Bros Heppes Co Commonwealth Edison Co 
PLUMBING BRASS GOODS. International Roofing Co. Еде n W ashing eran Co 
er Brass Mfg. Co Patent Vuleanite Roofing Co Lhe ig Se cete dip 
Verbeek. SKYLIGHTS. ash "AS : ompeny 
PLUMBING FIXTURES. American 3-Way Prism Co WATER FILTERS. 
ljer Company. Knisely Bros Eleetrie Water Sterilizer €o 
Verbeek Co SLATE (ROOFING). WATER HEATERS. 
N. Rosenzweig "Male State Co. of Monsó American peta Co 
POWER PLANT SPECIALTIES. aso doo Mas Nafety Water eater €o 

d E Aneta Жиын Uo WATERPROOFING. 

n Webster & Co €. A Dunham & Co Frus-Cón Laboratories. 
бутну ? y oe ЫБ Hoffman Specialty Co. l'och Bros. а 
PUBLICATIONS. bod Pressed Metal Radiator Co WATER SUPPLY SYSTEMS 

an Architect Warren Webster & Co Leader Iron Works 

ican Carpenter and Builder. STEEL BEAMS AND ANGLES. WEATHERSTRIPS 

ng Management Р Angert Wire & Iron Wks e ago ze ] _Weathe ‘strip Co 

World. STONE КОТЕ. iggin Mfg. Co Bd 
ete-Cement Age Garden City Sand Co. WINDOWS (METAL & PATENT) 
rial Record. STORE FRONTS. : Gifford-Pierce Со. 

` Coast Architect. Brass & Copper Products Co Winslow ros. Co 

Engineer and Builder STREET LIGHTING POSTS. Richey -Browne-Dona d Co 
PYROBAR. Union Metal Mfg. Co Sitta Hygienic Window Со 

Gypsum Со SMOKESTACK LINING. WINDOW VENTILATORS 
RADIATORS. Central Asbestos & Magnesia Cı Ideal Ventilator Co 

an Radiator Co TERRA COTTA (ARCHITECTURAI Plate Glass Ww indow Ventilator Ce 

ed Metal Radiator Co AND FAIENCE). WIRE AND IRON. 
REFRIGERATING MACHINERY. Northwestern Terra Cotta Co Ang rt Wir & Iron Works 
llan Refrigerating Machine TILE ARCHES. f WIRE GLASS, 1 | 
National Fireproofing Co. Mississippi Wire Glass Co 


When writing or visiting any of the above firms, please mention the American Carpenter and Builder. 
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A Nova Scotian res- 
idence of Herring 
bone Ноте of 
Fra 1 G S, 
H 1 Architect, 
H.E.Gates, Halifax. 


Figure Close 
on a Contract 


If it's a Herringbone job, you 
ean use 25% less studding, for 
the spacing can be 16 inches. 


You can figure on saving a good- 

ly per cent on your scratch coat, 

for Herringbone spreads rather 

than cuts the plaster. You can 

count on rapid plaster work over 
o 


Rigid Metal Lath 


for it does not give under the trowel. 


Herringbone goes up fast. No wiring 
between studs. Has interlocking selvage 
edges. Always comes painted—protect- 
ed from the weather if left exposed. 
Other cut-cost features are given in 


Our Herringbone Book Free 


Send for your сору today. Tomorrow you 
mav want to know all about working with Her- 
ringbone. Take this opportunity and learn now. 


The General Fireproofing Co. 
6120 Logan Ave., Youngstown, Chio 


Makers also of Self-Sentering- the concrete 
reinforcing that eliminates the 
need of forms 


ee 
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The Legs Make the Bench 


The Garwood Bronze & Iron Works, Garwood, N 5 
offering a new cast iron bench leg, which should be of d 
est to every carpenter and builder. With these leg 
lightest, most rigid, and most inexpensive bench 
easily erected. It is not necessary to fit the lumber f 
bench, used with these legs. The lumber needs only 
squared at the end and put on, one board after anoth« | 
boards run continuous full lengths, without cutting int 
lengths and fitting into place. 

The use of the Garwood legs insures an absolutel 
benc] There is no end sway, and the bench can 1 


© | 
А 
(9| 
e| 
FA 
= 
| 
jo 
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© 
| 
e335 | 
Double Bench Equipped with Garwood Cast Tron Legs М. 


in the center of the room and still be perfectly rig 
small W iodworking shops, this bench 1% of great 


angers for shafting can be carried underneath the PEE 
it is not necessary to carry them from the ceiling. | he 
bench legs are made in all sizes, and standard sizes | 
in stock, so quick shipment is assured W 
The company is also looking for carpenters and 
ict as agents to install these benches in garage 
work shops, homes, ete. A special proposition is offer Е 
further particulars can be obtained by writing the С 
Bronze & Iron Works, Garwood, N. J 
> Е 
House Moving Trucks for Building W 
Contractors 


Very often the building contractor is called upon t 
uldings from one location to another To do thi 
conomically he must have t proper tools 

Phe LaPlant-Choate Manufacturing Company, of Ced 
(15, low ; have de signed house mi ving trucks for thi 
[heir latest model is the all 
steel “Giant” truck shown in the 
illustration [he enti t 

mad f Bessemer steel 


wood, which rots and w 


е! It will stand a 1 
1 work 
n ball nd 
header allow 1 oscillation 
I € uneve 
| new, narrow Iste ( “Giant” All-Steel Mos 
nits shorter 4 | Truck. 
Thre Ё these will carry a 12-room house 
The simplicity of these steel “Giant” trucks all 


] vone and it 1s plain that set of these trucks 


rpenter and builder enough time and labor o! 

four jobs to paw ГОТ these t Is easily 

llustrating the full 
the LaPlant 

Court, Cedat 


Circulars fully describing and 
house moving equipment manufactured 1 
Manufacturing Company, 621 Eastlack 


low l will | 


mailed on request 
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Panoramic view of storage shed showing 
stock terra cotta for immediate delivery. 


STOCK TERRA COTTA 


costs no more than ordinary terra cotta, 
besides effecting a saving of two to four 
weeks’ time in delivery. 


Manufactured in white enamel only. 


Base-courses and water-tables in either 
white enamel or mottled gray. 


MIDLAND 
ES TERRA COTTA ry 
COMPANY 


1515 LUMBER EXCHANGE, CHICAGO 
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The Cross Draft Carrier matic lock holds the load at this height while the horses a 
turned around. The shift rope is then attached to the tea 
and the load carried to the end of the barn. After the lo: 
is released the carrier is returned to its central position 
the weight shown at the side of the door. The lock on t 
carrier is then released by a slight je: 
on the draft rope. In case the hay 
to be placed in the other end of t 
barn, the shift rope which is equippe 
with the weight is run out to the stal 
in the ground and the other has tl 
weight fastened on it. 

In this carrier it is not necessary 
lift the load any more than is nece 
sary to clear the wagon or other o 
structions. It locks in any position 
The elimination of many pulleys make 
the draft lighter so that smaller rop 
can be used. This reduces cost an 
causes less strain on the horses. N 
extra trip rope is needed as the u 
locking is accomplished by a slight jerk 
on the draft rope. 

The Ney Manufacturing Compan 
the makers of this carrier, are located 
at Canton, Ohio, Council Bluffs, Iowa 
and Minneapolis, Minn. They suggest 
that our readers send in a description 


In handling hay in a barn it is necessary first to raise the 
hay and then shift it to the end of the barn. For the hay rig 
to be at all efficient in this work there should be as little lost 
motion as possible. 


This Hlustrates Ney's No, 130 Cross Draft Carrier in Operation, the First Sling-full Being of the types of barn used in their local 
Elevated Also Showing Method of Roping the Carrier. ties. The company will then send 
In Ney's cross draft carrier this operation is made extreme- them hay carrier information as applied to these typ 
ly simple, as shown in the illustration. The operation is as The application of labor-saving devices of all kinds is as 
follows: The load of hay, supported in a sling, is lifted to important on the farm as anywhere else. Builders can a 
the required height by means of the draft rope. An auto- to their business materially by handling them. 


525% Paid for One Day's Work 


NEW MIGHTY MONEY MAKER! 
Over THE MILLION DOLLAR HIT! 


One Million New, wonderful home invention, just introduced, yet million sales already 
n U recorded. Tremendous, rapid sale staggers country. Agents happy— 
in se banking enormous profits daily. Mighty opportunity for you to get the 

mighty dollar. Failure impossible. Experience unnecessary. Money rolls 
Millions in first hour—$10.00 to $30.00 daily. Amazing cash records made. Walters 
made $25.00 first day; never sold goods before. Arnold, N. Dak., Car- 

To Be Sold penter, orders one, then 2 gross; sold 160 in 2 days. 


Cleared $80.00 in Two Days 


Hagen, Texas, sold 100 in two days. Webb, Pennsylvania, Contractor, 
averaged 10 sales per hour. O’Connell, Montana, 25 first day. Mike 
Bock, Minn., writes: “They are fine sellers; worked one day and sold 
30 (profit $15.00).” Harry Gassmann, Illinois: “Сап sell scrapers as 
fast as I can get them. Overwhelmed with orders. Everybody wants 
scrapers; 100 already sold.” Roy Burninghaus, Mass.: “Send 10 dozen. 
One week’s work.” Hundreds like these. You, too, can have money in 
abundance. 


GRAB’S SCIENTIFIC SHOE CLEANER 


Sells itself—you take orders—that’s all. Every family wants one on their door- 
step Replaces unsightly, unsanitary, crude door mat Automatically remov 

mud, dirt, snow from shoe in one operation. Cleans sole, sides, heel. Works like 
magic—sells like “sixty.” Saves drudgery, time, money, shoes—saves carpets 
floors. Mechanical wonder. Has 7 new patented features not found in any other 


compound springs Rotates for sweeping Can’t clog—practically self-cleaning. | 
Handsomely enameled. Nothing else like it. Nothing so popular—so easy to sell 
Selling price only $1.00. You make half—100%. Satisfaction guaranteed. Write 
quick for free catalog—exclusive agency. Better still, send order, naming terri- 


That’s All! 


SECURITY MANUFACTURING СО. окоо, . - om | 
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scraper—10 steel blades—10 dirt outlets—twin adjustable and removable brushes i 


| 
tory. Investigate anyhow. іх 
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Good Windows and Doors— 


Why Not Good Screens? 


Dixon Black now carries 
the Sun-Red Selvage 
trade-mark—emblem of 
quality—and the strong- 
est possible guarantee. 


C - 


T his house is screened with AluminA. The annual 
cost of screens is less than for the average laborer's 
cottage. Long life and freedom from labor for repairs 
prove AluminA Best by Weather Test. 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN CARPENTER AND BUILDER 


Good windows and good doors—good paint and 
good roofing—they are all necessary for the 
proper finish of a good house. Of course! 
Then don’t spoil the owner’s enjoyment by giving him 
screens that will "leak" insects the first season. Good 
screens will make you more money—and a better reputa- 
tion. There’s just one answer to the “better screen" 
question—that’s 


Reynolds Rust-Proof AluminA 


AluminA costs little more than the cheapest 
cloth you could specify—it positively outlasts any other 
steel wire cloth of equal weight and mesh. 


AluminA is electro-plated after weaving—not 
hot galvanized before weaving. There’s a big difference. 
It means that for the same cost you can furnish screens 
guaranteed to look well and last long enough to satisfy 
anybody. 


You don’t paint the lumber before you build a 
house—you’d knock off too much paint. We don’t electro- 
plate AluminA until it is woven and inspected once— 
after all the bending and scraping of the wire in the 
looms is done. 


We put on ten elastic coats of chemically pure 
zinc. They stay on to protect the wire. Only one stiff 
coat can be applied by hot dipping. When it cracks, the 
wire rusts through in a hurry. 

A distinctive trade mark strand woven into the 
selvage is positive proof of galvanizing before weaving, 
and of scraping during the weaving process. Be safe 
use AluminA —the cloth with the Sun-Red Selvage. 


Carpenters Read This! 


Put in your time this winter making screens and fitting 
screen porches. But don't waste high-priced labor on short- 
lived cloth. Write for samples and a copy of our guarantee 
on AluminA—it protects vou with your customer. 


REYNOLDS WIRE CO. 


Quality Cloth Since 1893 
101 River Street - Dixon, Ill. 


Look for the SUN-RED SELVAGE 


on every foot of every roll 
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**Rock-Board”’ from Rock-Ford 


There is being offered our readers in this issue fo 
rst time a new material, named so that vou can't forget 
“Rock-Board from Rock-Ford." “Rock-Board” is made fı 
selected material reduced to fibrous form and pressed 
sheets of various sizes with a uniform thickness of a frac 
less thar inch. It is finished in various ways. A graii 
surface can be put on or the surface can be finished sm 


and Boost 
our Profits 


This lock ean be at tached to a hinged How “Rock-Board” is Nail- The Same Room Finished 
ed to the Studding. Only Decorations Can be Applied 


or sliding door as quiekly and easly | One Man is Necessary. as Noon as “Rock-Board” is 
É ү А E | Nailed to the studding. 

as an ordinary lock and there is more 

profit in handling the that may be chosen. The joints between the sheets mas 

also handled in several wavs. They may le covered " 


so that it is adapted to painting or tinting in any color sche 


SEGAL wooden strips or a special filler may be used and a smoot 
| wall made. This smooth wall may be finished witl 
artistic stencil which will give a pleasant appearance 
“Rock-Board” is made in two widths: either 32 
inches. The length is made to suit each individual case 
length can be ordered for the ceiling. These sheets sh 


LOCK 


linished job is more ornamental, attracti ve and satis 
Consequently you also secure more for your work 


very Burglary in your locality offers you an opportunity 
to make money Every merchant in your town is a prospect 
Wh ver security is required. the BURGLAR PROOF 
LOCK should be put on Every big insurance company has 
endorsed it 


It is jimmy proof, strong, durable, simple, profitable 


This lock is not " 
made from an ; 
easily destroyed 
iron casting It 
is solid bronze, 
highly ornamen- 
tal. give abso- 
lute security and 
as it can be in 
stalled easily and 


‹ k1 
à Pleasing Reception Hall. There are No Limits to the Decora- 


rate it's tive Schemes Possible with ‘“Roek-Board.” 


t ~ 
You are 3 ; ; Ros | 
ness for : > ‘ e ] - ugh reach across the room the way the 
hert E a Р 
a ; h ar ut í rst, they should rea 
€ ich side [he side wall boards 


e to fit snugly against the ceiling 


Burglar Proof Lock & Hardware Corp. 
13 Park Row, New York City 


n request, samples 


s used on their 
Burglar Proof Lock & Hardware Corp., 
13 Park Row, New York City. 


: ; D " And also the hod of applving the same t 


PE 


two interiors finished 


write to then 
material 
me “Rock-B 
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! CHRISTMAS GIFTS | 


is that Count for Something! 


KE Not mere passing conveyers of setiment, to grow shabby or forgotten in a week, 
N but a quality hammer or hatchet with real practical day-in-and-day-out value 
EN that's what the man who does things will appreciate. He knows good tools, 

K too, knows the niceties of balance and design, quality of material and workman- 
^ ship—that’s the reason you'll please him best with 


KX 
К. GERMANTOWN MASTER BUILDER TOOLS = 


OUR NEW SINGLE BEVEL HALF HATCHETS are in every 
detail the finest tools of their kind that can be made. ‘Thin bit. 
splendid balance, perfect cutting edge of single bevel hewing 
a straight line. Handle of second growth hickory, octagon 
shaped and swell ended. Individually tempered and tested 


Drives nails like a hammer. Two sizes: —$1.50 each. 
MASTER BUILDER BROAD HATCHETS are absolutely 


dependable in every respect. Perfect in design and balance; 
thin, remarkably hard bit with swell bevel that throws chips and 
prevents wedging. Second growth hick- 
ory handle that cannot break or come 
loose. Subjected before leaving our 
factory to the most severe tests. Two 


styles:—$1.25 and $1.50. 
MASTER SHINGLERS HATCHETS S 


are of a pattern that will instantly 2 
اء‎ appeal to the experienced workman. $ * 
' & The scoring is double forged by our e 
: own special process and is guaranteed ^ 
е 1 з " * e 4 pt 
М twice as durable as the seoring of the 


ordinary lath hatchet. Gauge attached 

to bit. The edge of the Master is the 

most remarkable for toughness and hardness ever produced 
Price, $I. 25. 


MASTER BUILDER HAMMERS are made in every style for 
every purpose. Тһе Adze Eye Nail illustrated here is a general 
utility hammer that cannot be beaten. Hammer-forged from 
the finest steelfor the purpose obtainable, individually tempered 
and subjected to the most severe tests. Nail holding attach- 
ment in claw for overhead work. Three stvles 11 oz., 16 


oz. 20 oz., Each, $1.00. 


See these tools at vour dealer Examine them carefully 
ind vou will readily see why thev have been the choice of 
master builders all over the country for a half centur 


Germantown Tool Works 
à Philadelphia, Pa. 
N (Л Branch: 62 Fast Lake St., Chicago 
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Fiberlic **White House’’ Exhibits one of the latest development in wall board and is ma fac. 
tured by The Fiberlic Co., Camden, N. J. 


This Company claims many superior features for “Fil гіс 
In its manufacture the Fiberlic Company uses a cl mical 
treatment an] not a mechanical treatment. This ch. mical 
treatment preserves the fibre lengths of the raw m. terial 
and makes for strength and durability in the finished product 
This process also makes the board absolutely odorless an 
sanitary. 

The Fiberlic Company endeavors to co-operate with builders 
and contractors and for this purpose maintains an Architec- 
tural Department, which is always at their disposal th 
matter of furnishing specifications and designs for wall boar 
construction. 

E 


A New Power Tamp 


Among the new machines that are to be displayed at th 
coming Chicago Cement Show is a power tamp made ! 
the Miles Manufacturing Company, 309 Franklin Street, Jack- 
son, Mich. This tamp mechanism is to be operated on the 
chain lift principle. It is designed so that a block machine 


can be mounted inside it. Various tvpes of block machine: 


Artistic Bungalow гй еб. N. J, with Interior can be used in connection with it. 


Atlantic Highlands, New Jersey, boasts of one of the finest 
and most modernly constructed bungalows along the Atlantic 
Coast. It faces a boulevard that connects two important sea- 
side resorts and commands the attention and favorable com- 
ment of passers-by. 

As you pass into the entrance of this bungalow thru the 
craftsman front door, you are immediately impressed with 


This company is also making a line of automobile trailer: 
the attractive and aristocratic appearance of the walls and that assist in making an automobile or truck pay on con- 
ceilings. In fact, every room in the bungalow gives one the struction work. 


same impression. Further details can be secured from this company at the 
The designer and builder of the “White House” have taken above-mentioned address. 

into consideration every detail that would make for attrac- ХА 

tiveness, convenience and safety, both as to exterior and 


Garage Door Equipments 


interior. 
The big interior problem in constructing this bungalow was The accompanying illustrations show the inside and the 
the selection of an indestructible, fire-resisting surfacing outside of a garage door that is equipped with Stanley’s 


After a thoro investigation, "Fiberlic" was selected. This is wrought steel garage door hardware. 


Waterproofed 
with CERESIT 


Another 
Government Job 


t - - = + | - 
ee eee холодна atta, Weis «тыла. ru 
YT — — TH 
We HIE 15 Е СТ СРЕ I. 

d ЖА ду i ! 
{ „= ” UE - ~ 


Mill Rock 
Storage 
Warehouse, 
E 1 t Ri er 
N York 


Once again Uncle Sam has set the seal of Government approval on CERESIT as a dependable waterproofing. Fach 
time it has been chosen for a difficult proposition—down on the Panama Canal, out in Long Island Sound for a 
house, and now for the Storage Warehouse shown above for waterprooling the cistern and boiler room against à 
seven-foot head of tidewater. 


light- 


The contractor is at present using the boiler room and the cistern as storage 
reservoirs for his fresh water supply used in tempering the concrete for the su 
structure, so that CERESIT is serving the double purpose of keeping the tidewate 
and keeping the fresh water in. 

Ceresit Waterproofing Compound is just as successful on the small jobs 
WATERPROOFING waterproofing basements, silos, cisterns, stucco walls, or anything in concrete and cem 

COMPOUND Our engineers offer their services to you free of charge; they will gladly answer 


question you ask them. Write for interesting information. 


Ceresit Waterproofing Co., 910 Westminster Bldg. Chicag 0 
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is made up of nails 
If they are: 


Weak nails, they will soon rust, and give 
way, causing either a dilapidated appearance, 
or a heavy expense for repairing. 


If they are Iron or steel 


Cut Nails 


They will not only lengthen the life of a 
building, but will save the cost of upkeep. 


They cost less and are more efficient than 
other nails. 

We have examples of Cut Nails that have 
been in service over 200 years. 

As long as you have to buy and use nails, 


why not buy and use the best — Cut Nails. 
They will cost you less, both now and in the 


future. 


Your common sense demands that you give 
them at least a trial before you decide. 


Write to nearest manufacturer listed below 
for free Samples and name of nearest local 
dealer. 


Cut Nail Manufacturers 


E. & G. Brooke Iron Co. - - - Birdsboro, Penna. 
Van Alen & Co., E. G. Van Alen - Northumberland, Penna. 
Tremont Nail Company - - West Wareham, Mass. 
Geo. B. Lessig Co. - Pottstown, Penna. 
Williamsport Iron & Nail Co. Williamsport, Penna. 
La Belle Iron Works - Steuber Пе, Ohio 
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, The inner view shows the foot bolt and the chain bol: 
Dont Let Ja cK Fro S t the bottom and top of the door. There is also another 
. of apparatus that сап be used to take the place of these 

D rive You Fro In The Job bolts. It is called the wrought steel heavy cremone bolt 


Don't discontinue vour 
building operations when 
winter weather sets in. Turn 
that period of idleness into 
one of profit. Keep your 
skilled help by kee ping 
them busy. You can do it 
on Kellastone stuccoed: 
buildings and you take posi- 
tively no chances of loss duc 

to freezing weather for 


You Can Apply 


Inside of Garage Door Equipped with Stanley Garage Door 


Material. 
reaches from the floor to the ceiling. The bolts at bot! 
In Zero Weather : So el 
top and the ttom of the door in this arrangement ar 
ith the same degree of success as on an ideal summer day unfastened by turning a lever placed opposite the handl 


Unlike other stuccos, Kellastone is not mixed with water н 
Instead а non-freezing mixing compound is used. Temperature 
conditions will not cause it to expand or contract. This is just 
is true when it is in the mixing box or when being applied, ах 
t is years later when that beautiful Kellastone exterior has 
vithstood many severe winters. It is a non-conduetor of heat 
cold or dampness and consequently affords valuable proteetior 
to interior walls plastered in cold weather 


Get the Details 


Send for our free literature Know the fact State if also 
nterested in Kellastone Composition Flooring and Kellastone 
Interior Pl iste! Write no 


other oor. 
\ll the hinges are ball bearing, so that the door will 


The National Kellastone Company 
504 Association Bldg = - Chicago, lll. 


DREXEL 
CAFE 


Exterior of Same Door, Showing Hinges and Lock. 


16 The inner view also shows th 
ents the door from closing in the win 
Mi t inment is described in a small folder that 


1 the Stanley Works, New Britain, 
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Crown Your 
Buildings 


rnamental 


Roofing and 
Shingles 


A Most Pleasing 
Variety of Effects Obtainable in Colors and Designs 


SAFETY AND BEAUTY 


Heretofore, safety has been secured by the wealthy by using slate and tile roofs. The man of moderate means had to take 
chances and has repeatedly seen all he possessed destroyed by a flying spark or а fire brand. 


Temporary color effects have only been possible by the use of stains and paints, but these did not withstand sun and 
rain for any length of time. 


It has remained for the Patent Vulcanite Roofing Co. to give the public a roofing material that perfectly combines the 
qualities of safety, comfort and beauty at so low an initial cost, that no one now needs to put over his home such a flimsy, 
highly combustible and temporary covering as a wood shingle roof. 


Vulcanite Roofings are an unfailing weather-proof and fire-resisting material. Twenty years’ service is a reasonable 
expectancy. Wulcanite comes in rolls and shingles in several patterns that can be worked into a large variety of truly 
artistic effects. 


We shall be very glad to send you our large illustrated catalogue which will show you some of our popular roofings and 
how they add to the ‘appearance of a building. We'll also tell you just what we do for Builders to help them lay more 
“Vulcanite.” Sit down and write us now. Address main office, Chicago. 


PATENT VULCANITE ROOFING CO. PRA 23 


Birmingham, Ala.; Cincinnati, Ohio; з e" oa 
San Francisco, Cal.; Kansas City, Mo.; f| 
New York City, N. Y. í 


CHICAGO, ILLINOIS 


I 


te 
(Un 


yr 
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W. E. Dunn Manufacturing Co. Now 
Located in Holland, Michigan 


The W. E. Dunn Mfg. Co., builders of the Dunn line of 
Concrete Machinery and Dunn Heavy Oil Engines, have 
moved their entire plant and general offices from Chicago, 
Ill, to Holland, Michigan. For several years past this con- 
cern have felt the need of more factory space, and their 
removal will come as no surprise to those who have knowa 


IMPORTANT:—Rex Strip Shing are 40 inches long and 
10 inch ide Th lots" or ‘cut-outs are 15 inch wide, 
nd 4 incl eep There are 5 shingles to a strip. The ex 
posed portion of each shimgle i Lo inches wide. Only 90 
trip f hingles each are required to « ғ 100 square feet 
f surface 


WHEN 
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Bird's-eye View of New Dunn Manufacturing Company's Plant at Holland, Mich. 


AND BUILDER [December 
the difficulties under which the Dunn Company have 
working. 

It is interesting to note that in a comparatively short 
the W. E. Dunn Mfg. Co. has risen from very modest b 
nings to one of the largest manufacturers of concrete 
chinery in the. world. The variety of their line has sho 
corresponding increase. 

The new Dunn factory is five times as large as th 
plant, and is 
equipped to pe 
ideal manufact 
facilities. The ! 
ing, which is oí 
cent erection, is 
thruout, and 


modern factory 


favored, being 


point promptly 
at low rates. 


Catalogs on 
— 23 Dunn machines 


SLATE SURFACED 


“Zan Те Tieme 


and This Is Why! 


“Rex Strip Shingles wear longer, look better and are more 
practical than wood shingles.” 

“They combine the durability, attractiveness, weather-protect- 
ing and fire-resisting qualities of the modern asphalt shingle 
with a 50% saving in the laying cost.” 

“So, naturally I’m strong for them. Just think! I make a hit with 
the house-owner by giving hima better roofing. Further, I make 
a bigger profit through a big saving to me in labor costs.” 

Our friend, the Builder, is right. Rex Strip Shingles do look 
better and are better—because they're made that way. 

And they make money and save money for close-figuring Carpen 


ters and Builders because the patented strip arrangement 
enables one man to lay the equivalent of five shingles in the time 
he ordinarily lays on They save 40% in nails and the same in 
nailing time. No chalking—no spacing required. Obtainable ir 


grayish green or dark red 


Drop us a line and we will explain further the economical effi- 
теп f Rex Strip Shingles. Do so—TODAY. 


FLINTKOTE MFG. CO., Inc. 


BOSTON - - 90 Pearl Street 
NEW YORK - - - - - 67 Beaver Street 
CHICAGO - - - - 659 Peoples Gas Bld. 
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excellent exampl 


con- 
struction. As a ship- 
ping point Holland 
is exceptionally 


in 


direct connection with 
all trunk railroads, 
and maintaining 
daily freight and pas- 
senger boat service 
with Chicago. Ship- 
ments can be made 
from Holland to any 
and 


a 


any 


or 


molds can be obtained 
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Bungalow of Chas. S. Bux, Harrisburg, Pa., roofing with Ambler 


Asbestos ''Century"' Shingles. 


Architect, H. F. Conover, Wash- 


ington, D. C. Contractor, John Meyers, Harrisburg, Pa. 


Ambler Asbestos “Century” Shingles 


Competition Stimulates the Sales of this Artificial Roofing Slate 


Р | AHE SUCCESS of Ambler Asbestos 
"Century" Shingles is a striking 
illustration of the truth that com- 

petition can never hamper a business that 

can deliver va/ues. 

Here is a roofing material that is right 
inline with the sound judgment of proper- 
ty owners—their ability to see the facts 

nd their insistence on getting value for 
heir roofing investment. 

Today the roofing business has passed 
ıe stage where the property owner is 
illing to try anything once. He knows the 
cts about Ambler Asbestos “Century” 


Shingles—their durability, permanence- 
freedom from painting and repairing—a 
roofing material to be depended upon. 


Ambler Asbestos ''Century" Shingles 
enjoy a larger market than ever before, 
and one that is steadily increasing. Every 
day, contractors all over the country are 
taking up these Shingles and cashing in 
on their extensive popularity. 


If you do not handle these Shingles, 
write us immediately for the facts. We 
will furnish you information about these 
Shingles—samples, terms and trade prices. 


Keasbey & Mattison Company, Factors 


Dept. B - 


Ambler, Pa. 


BRANCH OFFICES IN PRINCIPAL CITIES OF THE UNITED STATES 
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Investigate and Youl 
Say Kissel Sure 


you want to get your men “on the job” 
quickly, save the most time in running for 
tools and supplies—in short, make sixty min- 
utes yield the fullest hour must motor 


trucks 


Which truck? Many successful builders and 
contractors will sav Kissel without a moment's 
hesitation 


VOU Ust 


May we give you specific information about the 
new 1000-pound delivery at $950? Or about the 
larger trucks up to 6 tons capacity 


KISSELK 


“TRUCK 


SEVEN SIZES 


truck 
their 


Trucks nvariably 


like 


KisselKar 


would 


Owners t 


t 


enthusiasts We t Һал 


5 
V€ ou know 


experiences 


We would 


lependability 


like ) 
and economv of their trucks 
We W€ uld like to té 11 
Proved | the new 
won through increased delivery area ind the reneral 


them you of the vastly 


ervice over horses, of onsumers 


| vertisit i r vehi 
A 1s who are using KisselKar 1 s in your ling 
writ to them \lso say u would like a cops 
r new rtfolio vitl 500 illustrat t will 


Kissel Motor Car Company 


546 Kissel Ave. - Hartford, Wis. 


New York, Bost Philadelphia, Chicago, St. Louis, Milwau 
ee, Minneay i St. Paul, Dalla San Francisco, Los Angeles 
Oa ( Omaha, ( land, Detroit, Toled Colum 
Rochest Bu Balti Pittsl th, Duluth, Dayton, 

^ y Or ins Na Hartford. < New Haven Гтоу, 
N ) І M halltown, [оу Madisor Montreal, 


ther prin ipal 
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bv writing the W. E. Dunn Mfg. Co., 415 24th Street, 


land, Mich. A Chicago office is maintained at 624 S, 
igan Avenue, 
+ 
The Neville Scaffolds 


We illustrate 


rs’ equipment. 


f the latest additions to the 
Ihe Neville Adjustable Scaffold tor « 


here two 


building does away with the old wav; of building 
scaffold for every himnev, with the consequent | 
time, waste of material and damage to the roof 

This scaffold can lx used on any | tch ot root n 


ridge or side of the roof without the use of a smeg 
and is used over any kind of roof covering. It 
nstruction, and will last a life time 
The Neville Shingling Bracket is an inventior 


\ 


Two Types of Neville Scaffolds as Used in Roof and 


Chimney Work 
necessity It consists of a steel d arched upw 
middle to allow the laying of the shingles und 
both ends resting on the roof, the lower end f 
loop to hold a 2 by 4 to support the workman and tl 
end with a reversible hook to secu it to the 
be used on a close sheathed roof or an open on 
kind of covering 

Circulars 9 mye full cle ription [ either seattold 
- jf mies Г] Neville Manf. ( Kewanee, | 

Want to Build a Clock? 

Men w have made i success Of the winter work 
should be glad to look into other propositions that wil 
them to increase this winter business. The Clock Cor 
1055 Ruffner St., Philadelphia, Pa., are interested in t 
vho have made good on their winter work. They ! 
roposit to offer to carpenters and build 
ers that thev believe will help them to a 


ular Wo k 


I all k nds Ol cloi NS 


exte t TJ this parti 


Make This 
Clock 
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to meet your needs. 


AMERICAN CARPENTER AND 


My experience in church work 
is valuable to you. My knowl- 
edge of church architecture 
assures your getting the most 
approved, up-to-date designs. 
The work I have done for hun- 
dreds of Builders, Contractors, 
and various Church Boards 
throughout the country proves 
that I can do satisfactory work 
for you. I can plana church 


BUILDER 


Let me design your 


CHURCHES 


r- 


Presbyterian Church Minden, Nebr 


I CAN SAVE YOU MONEY 


First Congregational Church York, Nebr. 


Alfred W Woods, Architect, 
Lincoln, Nebraska. 
DEAR SIR:— 


We propose building a church as per details given below. 


by furnishing plans and specifications at 
the lowest possible cost. Tell me what you 
need. Information is free. You pay me 
only for actual services. Let me show you 
what I can do for you. Fill out the coupon 
and mail it. You pay nothing in advance 
fees and you will not be obliged to give me 
the work unless I show you that I can do 
it better, quicker, and at a smaller cost 
than anyone else. 


ALFRED W. WOODS, 


— ARCHITECT —— 
LINCOLN NEBRASKA 


AA аш аз аз ия иш пш из аш аш пе аз ни пиш шш=т===т= TEAR OFF THIS COUPON and MAIL == ап аре: зав аз аю че ар ош пе ат пе юш шш = ш» 


Please send us information as to what architectural 


service you can furnish us. It is understood that this information costs us nothing. 


Proposed Cost... BAATUOE кэк кь» ab Mie vie РЕ aca nds 
Frame, Brick or Stone. 

Denomination........... 

s mo rcs Se eee eee ee ee з каю 


| Size айй Location И, ТАРР 


от О лән ke т» мы ete бло 


Address E eph den Ру Е ОЖ aio e ruri ale a 


Tee л АОРТИ d oa Aloisi ih АЗ 
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Price of Taintor Saw Set Reduced 


The unique method adopted by a manufacturer to contrib- 
towards giving his carpenter friends a Merry 
price of a tool during the 
holidays. This is be- 
ing done this season 
by a well-known saw 
set manufacturer who 
is offering his latest 
model tool for the 
vear at a special price. 

There is no better 
Christmas gift than a 


ite his share 


reducing the 


hrist na 15 by 


The Taintor Double Plunger Saw Set. 3 s 

saw set for the car- 

ent wife to give her husband, for the carpenter to giv« 

fellow workmen or for the mechanic to purchase for 
msel 

ord iat carpenters may have an opportunity to obtain 


practical Christmas gift at the lowest price and with the 
east tı e, the manufacturer of the Taintor positive saw sets 
ffers to the readers of this publication their latest No. 7 


louble plunger saw set for considerably less than the regular 
rice Ihe double plunger gives two plungers in one—one 

e f ne teeth and the other for coarse. The offer at this 
pecial price expires December 31, 1915 


Turn to their announcement on another page or send a 
stal to the Taintor Manufacturing Company, Department B 


York, and vou full 
irticulars. + 


Name **All- Year Саг”? Exclusive 
ORIGINATOR OF THE ALL-YEAR IDEA SAY COMPETITORS 


13 Chambers Street, Ne will receive 


MUST REFRAIN FROM USING TRADE NAME 
The е1 f the ertible car has devel ped an interest- 
tuatior Kissel brought it out last year and applied a 


Learn to Be 


and Draw Your Own Plans 


By means of these two books the contractor, builder or carpen- 
sy steps from the first principles of drafting 

mple te work of an architect's office, includ- 
tracing, detailing, lettering, rendering, design- 
architeet and builder. 
but how to lay 
ресу the materials and finish, make the contracts, 
V complete set of plans with every 
is shown in these books. 


ter « I advance bv « 
room practice to the ¢ 


і combine the work ol the 
{ only how to pl in the structure, 


and take complete charge 


dimer m, all sizes of windows, doors, ete 


1 S MCPVUCS as a © le as it show N the prot ess Irom the preliminary 
h to the finished plan 
Radford's “Mechanical Drawing" is a book of 272 
oath m5 istration ind a suppk ment showing perspective views 
di r plans of 41 brick, cement and frame residences 
R rds “Architectural Drawing" is a book of 304 pages, 
vith 147 strat and a supplement showing perspective views 
l I 11 bri cement and frame residences 
| b is р d on high-grade paper, bound in cloth, is 
ox Е. is bx uti | nit ited ‹ ver, 


Don't Depend on Another Man's Brains 


Be in a position where you can 
work a customer's hazy suggestions into а tastefully arranged, 


Develop your own ideas. 


complete plan, showing all dimensions. 


One of these books and a year’s subscription to 
the American Carpenter and Builder for only $2.00, the 
regular price of the magazine alone. Both volumes 
and a year’s subscription for $3.00. 


AMERICAN CARPENTER 


pages, 
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name and gave it wide newspaper publicity. The publi 
responded and this year other manufacturers began to mak 
detachable tops. Then something happened. The trad 
name Kissel originated and applied, the “All-Year Car 
began to creep into the literature and advertising of oth 
manufacturers. At this juncture Kissel stepped in and sai 
“Stop!” 

"We expected competitors to follow us on the 'All-Yea 
Car, as they did on the divided front seat and the tw 
door body," says George A. Kissel, president of the Kiss 
Motor Car Company, must object to the use 
our trade name. We designed and brought out the 
vertible car in 1914, and to make the identity of our prodi 
doubly we applied the trade name, ‘All-year Car’ ar 
spent thousands of dollars to let the public know about it.’ 


“but we 


sure, 


Kissel conceived the two-door corridor car, which is n 


used by mobile manufacturer 
Car" is the natural evolution of the tw 
Kissel "All-Year Car" 


question in supplying a singl 


being generally many aut 
The “All-Year 
The 


solves an economi 


door body is tremendously su 


essful. It 


car for continuous use thruout the year—as an open car 
summer, and as a closed car іп winte 

iJ 

i od 


Laying Brick from Scaffolds 


brick from a scatfold it often happens that th 
I weight of the scaffold 


| laving 
wall 

[he accompanying illustration shows a scaffold that car 
without this danger and with strength 
to insure it against collapse when the men are at w 
Contractors all over the « commented on 


becomes sprung because of the 


1 


erected enoug 


à 


untry have 


fact that their men do more work than formerly be 
they are not afraid of the scaffold's falling 
[he "Trouble Saver" scaffold s thev are called, 


a Draftsman 


ao ae 


з»‏ حر ھی ھا 


a aaa X 


American Carpenter and Builder 
1827 Prairie Ave., Chicago 
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It Is Cheaper to Prevent Fire Than Put It Out 


There is a strong tendency toward greater safety in construction through the use of 
fire-retarding building materials. Building and repairing operations are now being 
planned and you have a splendid opportunity to not only profit yourself, but to 
promote the better building movement by recommending——safe, sanitary, бге retarding 


At the recent official fire test Steel Ceilings 
resisted for one hour and ten minutes (entire 
duration of test) the extreme average heat of 1366". 
Wood Lath and plaster fell in twelve minutes. 


of the difference! 


Many a building has been saved because steel ceilings 


prevented a blaze from spreading. 


Colonial Panel No. 4056 


Berger's “Classik” Steel Ceil- 
ings are safe, sanitary and fire- 
retarding and on account of 


our patented bead and button con- 


struction the cost of erection is 
reduced from 25% to 40%. 


The Berger Mfg. Co., 
New York 
Export Dept.: 


BRANCHES: Boston 


7 sao 
| > 


А 


They Come Stained 


Ready-to-lay Without waste. 


coated shingles or natural wood. 

muss, uneven colors and waste of staining-on-the-job. 
Write today for colors on 
all parts of the country if у 
shades of our greens. reds and browns. 


Think 


No Tamping or Calking | 


SELF CENTERING 


NEVER SLIP 
f= B 
NANNING POINT 
Patent Pending 


SELF GUIDING 


We have over 500 designs, in- 
cluding every period and style 
of architecture. The patterns 
range from the highly ornamented 
to the plain stately designs. In dec- 
orating, charming plastic effects are 
obtained at a cost much lower than 
hand fresco work of equal charac- 


ter. Write for our design book 
D. A. B. 


Philadelphia ^ Chicago 


17 Grades 16, 18, 24-Inch 


They last twice as long as brush- 


wcod and your book of *Creo-Dipt" Homes in 
et you r te ] їп 'h standard 


r lumber deale 


STANDARD STAINED SHINGLE CO., 1028 Oliver St., No. Tonawanda, N.Y. 


(Factory in Chicago for Western Trade) 


Save 


Berger’s Metal Shingles 


Are made from heavy gauge metal that 
lasts and protects the building from sparks 
and burning embers. Extra high corruga- 
tions with knife edge finish at the top and 
our three-point contact side lock make a 
perfectly wind and water-proof roof. 


Our New *'Berco" Design 


The design shown above is our latest. 
Note its simple dignified lines giving 
an especially attractive tile effect. 
Other popular designs are illustrated 
in colors in our new Metal Shingle 
and Spanish Tile Book. The book is 
free to contractors and carpenters 
who want to give their customers 
safer and better roofs. Ask for special 
Ornamental Roofings Book E. A. B. 


Canton, 0. 


St. Louis 
Berger Building, New York City, U. S. A. 


Specify “CREO -DIPT” Stained Shingles A 


for ROOFS and SIDE WALLS 


They will save your client continual roofing and painting expense and give any desired 
combination of soft color shades that last a lifetime. One never tireg of *Creo-Dipt" colors 


“CREO-DIPT” STAINED SHINGLES 


30 Different Colors 


ла We select best cedar shingles, preserve them by our special process in creo- 
ЖА sote, and stain them any color desired. 
= They do not curl up or blow off 


Minneapolis San Francisco 


Architect, A. N. Oviatt, Cleveland, 


for Mr. A. C. Dutton. 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN CARPENTER AND BUILDER 


AMERICAN CARPENTER AND BUILDER [December, 1 


made in sections of 4'; feet, and are bolted together s 
to form a scaffold as high as is needed. Another fea 
а жы of their construction is the running board for the hod 
and the wheelbarrows which is placed 4 feet below 
scaffold that the masons work on. This makes for 1 


speed, as the various workers do not get in each other’s 


For Your Time This Winter rhe illustration shows the scaffold as applied to 


uilding with several sections in place 


De 


= " This building help 15 made bv The Steel Scaffolding 
No Experience Required Evansville, Ind. They will be pleased to send our 


mplet E d p S 
I want 200 additional representatives at once to begin complete details and price 


work in their home eounties advertising, accepting orders 
ind distributing my new Vacuum and Compress 
Washing Machine, which I want to introduce to every 
home in the country. 

New principle, low price, perfection of work, ease of 
operation, speed—I consider this machine one of the 
most brilliant inventive achievements of the present 
age in household necessities. Just out. No competition. 
It is selling faster than anything ever heard of— going 
like wildfire. Every home a customer—every customer 
a friend. 


PROFITS START FIRST DAY 


No waiting or guessing. You need no experience. 
No charge for territory. Just follow easy instructions. 
Failure impossible. The price of only $1.50 each makes 
a sale at every house— cash business at 200 per cent. 
profit to you right on the spot. 

rhe biggest opportunity ever offered to hustlers—men 
ind women—who want to make money quick and fast. 


SUCCESS ASSURED 


No talking necessary just show the machine a 
e-minute demonstration gets the order in your book 
ind every time you deliver a machine vour bank account 
get hearty meal and grows with exciting rapidity 
Wouldn't vou like to be able to draw your cheek for 
85.000 at the « { of this vear, and all from new money 

earned in cash? 


| IK Greeni old 45 fire thre lays profit, $45. 

F. Hughes, of Nan Francisco, made $21 first 8 hours. 
a "I nan at Gainesville, Als ist took 36 machines 
1 t out id left one on trial at every home along the 


Not a one came back on his hands—every one 
t and paid for in cash—profit, $36—and he didn't 


| e tou single word ol argument 
They virtually sell themselves. L. M 
Par г, of Glen Allen, Ala., put out 108 


machines the sume day. All were kept 
l paid for but one —profit, $107. Сап 

vou beat that? How would you like 

to get behind a job like that? 


Mail Your Application Today 


Chis is my warning to vou, if vou 
want this position—don’t delay. 
Get your county under contract 
To wait means possibly to lose 
Write me a letter or a postal 
eard today. |f you are honest 
ind willing to work I will give 
you the position. Do not 
let someone else get ahead of ^ 
vou. I want agents, gene- 
ral agents and manage 
ers. Write today— 
then you will 
hive done 
vour part. 
Do it right 
now. 


\ddress 


WA = sold on money 
ge back gurantee. 
| ў A child сап use it. 
è Abolishes labor of 
wash day. Women 
discard $15 and $20 
machines for it. 
Weighs but two 
pounds—washes in 
three minutes. 
Works like magic. 


Every woman eager 
to buy —every buyer 
glad to tell others 


Start todav. 


H. F. WENDELL, Pres., 


Wendell Vacuum Washer Co., 
900 Oak St., Leipsic, Ohio 


| ‘Trouble Saver" Scaffolds for Erecting Brick Building 
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CON TRACTORS 


You will agree with us that this work is of 
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Are you going to secure your share of the barn contracts to be awarded in the near future? 
i profitable nature, and especially so in view of the assistance we offer 

Our Free Service Bureau is maintained for the benefit of all those interested in better barn construction and equipment 
ire submitted without expense or obligation, and any additional information is promptly furnished upon application. 


Floor Plans 


Porter Steel Stalls, Cow Stanchions, Litter Carriers, Barn Door Hangers, Hay Carriers, Forks, Hay Slings 


and other tools are acknowledged leaders everywhere. 


Investigate and determine the prospective barn builders in the community, then call on us for any assistance relative to interior arrange” 
ment, construction, ventilation, etc., and see to what extent Porter Service serves. 

New Barn Plan Booklet and complete catalog furnished upon receipt of your letter containing the names of parties who expect to build 
or remodel barns. Write today and learn more about modern barns and equipment. 


J. E. PORTER COMPANY, G20 FREMONT ST., OTTAWA, ILLINOIS 


Here is a fast seller at the retail prices shown at the left. Our liberal deal- 
er's discounts from these prices make you a good profit. Complete line of 
sizes and styles as here listed. With this agency, you can do the engine 
business of your trade territory. Write us now while your territory may still be open 


RETAIL PRICES 


Stationarv Engines 
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rtable Engines 


$ 40.15 
60.75 
83.35 

130.00 
176.80 
248.00 


gine Saw-Rigs 
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5 YEAR 


automobile style ignition. 
out cranking. 
saving design of engine 


Through and through high quality 


COLNGINES 


Gasoline, Kerosene © Gas 


Center-firing, valve-in-head type, with 
Safety spark-shift for easy and safe starting. with 


Best of materials and workmanship. with up-to-date fuel 


Simple to operate, and durable under the hardest 


wear, giving even speed and continuous power 

z Every engine fully guaranteed for durability. capacity 
Sold on Trial and all around efficieney. Write for our dealer's propo- 
sition under which you can handle this line without risk under our buy-back- 
in-90-days' selling plan. Let us show you the profit in this agency. 


1629 Crystal Avenue 


GUARANTY 


Manufacturers Engine Co. 


Kansas City, Mo. 


Look at These 
New Prices! 
(F.O.B Factory) 
pr STATIONARY PORTABLE 


Dont do without | 


-4 - ENGINES ENGINES 

an enóine Now! ge 
3 52.45 60.50 

4 69.75 $2.75 

А ' 6 9775 127.75 

It is cheaper now to have a WITTE engine than to do without. 8 139.65 174.65 

E : Reges б ч ыа 12 197.00 237.00 
Easy to start, without cranking; easy to manage; and easy to own on 16 279.70 329.70 
any suitable, reasonable terms of payment during a year. 22 359.80 412.30 


Engine Saw-rigs Complete. 
4 H-P, $124.25; € H-P, $152.25 
8 H-P, 202.15; 12 Н-Р, 267.00 


Fuel— 
Saving 


Let me send you an 
engine to earn its own 
cost, while you pay for 
it. Ed. м. Witte. 


WITTE ENGINES 


Gasoline, Kerosene, Distillate and Gas 


Stationary engines for prices averaging less 
than $17.50 per horse-power. Eight sizes, 
stationary and portables, four sizes 
saw-rig outfits. Guaranteed high 
quality —through and through—as 
durable as superior design, the best 


Guarantee 


of materials and workmanship can 
make. Get my engine facts before 
decide to get any engine. 


Book Free: My book, ** How to 


Judge Eng ne p" 


SU eae srt iê 1778 Empire Bldg, - 
WRITING ADVERTISERS PLEASE MENTION THF 


WHEN 


will show 
you how to save and make money in getting and using - 
anengine. Write for it today, addressing nearest office. 


Q 
ED. H. WITTE, Witte Engine Works, S 
1778 Onkland Ave., Sennen DU. Missouri. 4y Pay yo 
Pittsburgh, Penna, 
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Easy 
Terms cRy 


— Sonny 
WITTE 
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Indestructo Carpenters’ Tool Cases 


No doubt you have wished many times that you had a tool 
case lighter and handier than your old wooden chest. 
Wedell & Bos 157 Jefferson Avenue, Detroit, Mich., make 
such cases, known as the "Inde- 
struct irpenters' tool cases 

Th: uses are neat, light and 
strong— made ir lit case style 


and will carry just as easily. You 
save all dray and cartage expenses 
and are never delayed in our 


1 1 


1 
work, as you can take the case 


Tools Carried in Inde- 
structo Case. 


with you on trolle rs or trains 


If you wish to check it, don’t fear; it will stand the roughest 


wear, as it is practically indestructible 
No carpenter can build a case as good and as strong as the 
“Indestructo” 


as much, without 


for the price; the cost of the material will be 


unting labor 


T 
Says **Ceil-Board"" Can be Wallpapered 


In a recent article in this paper it was stated that the manu- 
facturers of wallboard do not recommend the use of wall 
paper for the reason that it invariably cracks at the panel 
Joints. 

Mr. Schaefer, manager of the wallboard department of 
the Philip Carey Company, 1021 Wayne Avenue, Lockland, 
Cincinnati, Ohio, takes exception to this statement and says 
that "Ceil-Board" is recommended by them for all kinds of 
interior decorating, including papering. He states that "Ceil- 
Board" is so thoroly water and dampproofed that it will not 
or swell in any way and consequently will not crack 
It has been tried in this 
method of construction and has shown its ability to hold 


shrinl 


wall paper along the panel joints. 


CARPENTER 


BUILDER 


AND [December z 
the wall paper surface in fine condition. 

“Ceil-Board” can be obtained in a plain surface t 
suitable for all kinds of decorating or it can be had 
wood grain surface that does not have to be decorate 


9 
T 


Winter Profits in Sash Holders 


Contractors, carpenters and builders amongst other t 
have the job every fall and spring of putting on and taking 
off storm windows, doors, etc., thus meeting various home- 
owners in the smaller towns who undoubtedly have a hun- 
dred and one things which can be done by Mr. Mechanic 
Thruout this country and among the readers of the A 
CAN CARPENTER AND BUILDER the opportunity exists f it- 
ting some device in the many 
windows which have old-fash- 
ioned stops of wood and no 
welghts or balances of any kind 

\utomatic sash holders can 
be mortised into any sash or 
frame and the sash will oper- 
ate up and down, staying wher- 
ever put, and no pocket frames 
we necessary. In addition to 
making for comfort, they ab- 
solutely prevent windows from 
rattling. A sample set of hold- 
ers will be sent 


————— - a Ped 


prepaid for Window Equipped for Service 
a nominal amount and if at the “МВ Automatic Sash Holders, 
same time you state how many windows you have to equip, 
the Automatic Holder Manufacturing Company, 52 
Church Street, New York City, N. Y., will quote you a price 
which will allow you to make a good profit. Kindly state 


about the weight of the sash when addressing them 


Sash 


Mr. Builder, here's a chance to 
make good money all this winter 


We offer to every carpenter who is a good business man, an 


opportunity to turn the dull season into a prosperous, money-making 

time—a chance to do a little work at odd times in any month in the 

year and make a handsome profit. Thousands of builders are working 

thousands are turning their business ability to their own 
Read what some of them say in the next column. 


with us 
advantage. 


o-San 


This is a modern, healthful. comfortable, sanitary fixture that 


you can introduce to your customers, at a profit 
vile, germ-breeding outdoor privy. 
cient and odorless—that may be installed right in the house. The old 
privy breeds disease in summer and is cold and unhealthful in winter. 


Read What These 
Carpenters say:— 


I haven't been able to put in 
much time on your proposition 
but I enclose seven orders. These 
will help sell others who are walt- 
ing to see how the closets work 


ED. LAMEN, 
Flora, N. D 


Indoor 
Closet 


T set my closet up in my office 
and sold it the next day. En- 
closed find six more orders 

S. W. CASSIDY, 
Herkimer, N. Y. 


It eliminates the 
This is a chemical closet—effi- 


The Ro-San Indoor Closet brings health, comfort and convenience 


to the home. the office. school. factory. 


Recommended by physicians 


Easy to Install 


Set it up in hall, spare room, clothes 
closets—anywhere. Comes complete 
ready for business. Easy to set up as 
а heating stove 


Our Proposition to You 


We distribute these closets through local builders. We don't expect our agents 
We establish you in a dignified paying business 


r - p 


Absolutely Odorless 


In use, the closet is absolutely odor 
less. A vent pipe provides air circu 
lation. Ro-San Chemical destroys life 
matter and renders contents harmless 


to peddle them 
you in building up that business 


WHEN WRITING ADVERTISERS PLEASE MENTION THE 


we'll buy it back. It has to make 
good. The buyer is the judge 


Write today for catalog and our agent's pro- 
position—write before some other fellow gets the exclusive agency in your town. 


ROWE SANITARY MFG. CO., 212-C Sixth St, DETROIT, MICH. 


Endorsed by health boards. 


Enclosed find five orders. One 
is for a sample for myself. The 
other four I sold right from you! 


Our Guarantee catalog. 


We back this closet with our guarantee 


-if it doesn't satisfy your customer. C. F. BERTHELSEN, 
Clear Lake, Iowa 


Please hurry shipment of 
closets. I sold two today witt 
out doing any taking at all. The 
sell themselves 


C. B. LA HUIS, 
Grand Rapids, Mich 


We assist 
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Make Big Money This Winter— 


Cold weather is now here. You can make big money this winter selling and 
installing Wolverine Chemical Closets. A product right in your line. A 
convenience every rural home and pub lie building shoul l have. Our special 
proposition shows you how to cash in big, on your spare time. 


Wolverine Chemical Closets Contract Worth $2,500 
are the greatest convenience ever offered rural 


Mich 

About six months ago I visited a 

residents. Their popularity spreads like wild- relative who had a Wolverine Chem 

ica oset installed in their farm 

fire. Here is an indoor closet requiring no ime. T поле the rent оозына 

water supply or expensive plumbing. A of selling an outfit of this kind in 
simple, practical, economical, sanitary and 
odorless chemical closet at such a price that 

no home cannot afford to be without it 


ры а ың A 
Sells Easily to Schools, Churches, 
Lodge Halls, and 


ing on farms and in rural districts 
All Homes in Small Towns and Rural Districts 


I got in touch with the Dail Steel 

Products Co., and secured ontract 

for a county agency That was 
about six months aeo I now con- 
sider my contract worth at least 
$2,500.00 in fae I would not 

Go after this business now. Big profits. Make money not only on sale but also on 

nstallation. This is a legitimate proposition backed by aa ironclad money back guar- 

пее. Endorsed by prominent health authorities. 

We want you to act as our exclusive agent in your territory. There is no time to lose. 

Write us at once for complete information and Special Proposition to Carpenters 

nd Builders. 


trade my business for any plumbing 
In addition to the vault system shown above we also make a commode type outfit 


business in the county 
At first the sales did not come very 

DAIL STEEL PRODUCTS CO. 
600 Main Street, : : : : Lansing, Michigan 


PREP bs) 


TERP 


SEES 


fast, but after I had one or two in a local- 
ity, I found it very easy to sell nearly 
everyone in the neighborhood I have 
те little town о e or six hundred 
people, where I have installed fourteen 
outfits I have sold nearly every cottage 
at some of the summer resorts, also à good 
many public buildings, schools, etc 


I have every customer boosting the 
business, and have as many prospects and 
inquiries as I can follow up 1 am satis- 
fied that the Wolverine Chemical Closet 
is a solution of the Closet problem for the 
village and farm home and any carpenter 
or builder who gets the agency for these 
outfits can soon build up a business that 
will be worth more than any building 
buseniss in his territor 


Yours truly. 
Geo. H. Hindelang 


" EUM ir IW hat This Contractor is 
THE WICHITA Doing - YOU Can Do 


Chemical Closet This letter, from our * Saginaw, Mich., Contractor- 


y, ч + 1 
Any Carpenter and Builder Agent, is typical of what hundreds in your line are do 
can install these closets in a ing —and you can do the same with the 
few hours. No sewer, no i 


no water, no cesspool, no plumb- К> — Kaas austi tne 


ing, no odor, Eliminates dis 


agreeable and unhealthy out- d |F : Chemical Closet 


houses. Sold on s. Sold on Guarantee. 


— Live Agents Wanted 
ive Agents Wante E اى‎ айынг d aene 
in every locality — C arpenters and Mr. Pharis writes: “I took the agency 


Buden make the bent. agents же 1 for Kaustine Closets six months ago. 
ave Special prices and big profits Р К Tw ә ae “ 

to you—Write for particulars about I have sold 41 outfits - 30 to schools, 
this wonderful system and our liberal SF balance to private parties Am plan- 


itio : 
"Moda KC бин Co ning іо spend my entire time next 
153 N. Market س وی‎ d т а > vear. A $50 Kaustine Closet willadd 
p $100 to the selling price of your 


house.”’ 


The built- in - the - house Chemical 
Closet is here to stay, for it. gives the 
rural home, school, factory, church and hotel all 


A Revolving Chimney Top the advantages of plumbing and city conveni- 


that is simple, durable, and easy to ences—with no plumbing bills or repairs. 


attach. Filled with perfectly adjusted 

Ball Bearings so that the slightest How We Help You 

breeze turns the hood to the wind, 3 1 lit i " 

causing a suction at the opening, You't dh sou te lon the sale т vour locality ou ge 

drawing the smcke out. and making alli “the inquiries in your section — from our nation nal 

a strong draft for the chimney. advertising—reaching 10.000.000 readers everv mont h. 
“Best” Chimney Cap We cireularize vour рговре‹ ts Anv won ler that 


> i ` hey m м j › 
Protects the masonry and forms a Kaustine agents make $100 to $350 monthly : 
solid base for a pipe extension. 


Write for our circulars TODAY! Note This | originatüra and pat f! 


t Underground Tank Chemie 


Get Our Proposition Write Today, Right NOW! 
== T Kaustine Co. Dept. 1096 Buffalo, N. Y. 
STERLING FOUNDRY COMPANY " Also 60 Colborne Street, Toronto 


1 Avenue А, - STERLING, ILL. 
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Flex- A- Tile 


DIAMOND SLAB 
Asphalt Shingle 


Cheaper Than Wood 


HE latest achievement in Asphalt 
Shingles — “Destined to Roof the 
Nation's Homes. Every live 
carpenter or contractor should write us 


at once for full particulars and samples 
of Flex-A-Tile Diamond Slabs. 


Save 35% Freight 
Save 35% Nails 
Save 75% Labor 


These are but three reasons why you 
and “Diamond Slabs" should become 
acquainted. There are other reasons 
but let us send you the complete story. 
Be the first in your neighborhood to 
introduce Flex- A- Tile Diamond Slab 
Asphalt Shingles. WRITE NOW! 


The Heppes Company 
1010 So. Kilbourne Ave., Chicago, Ill. 


Utility Wall Board 

Standard Flex-A-Tile Shingles 
No Tar Asphalt Paint 

Rubbertex Roll Roofing 


OTHER GUARANTEED HEPPES PRODUCTS 


[ December, 


Sanitary Automatic Dumbwaiters 

\ny up-to-date architect or builder will tell you that 
work in little time is requisite of the fast age in which w 
living. Here, The Sanitary Automatic Dumbwaiters 
bill. The wonder is that so many houses, 
omplete in every other respect, should 
be constructed without any provision of 
this sort. It is merely a survival of the 
old feeling that labor in the house is 
much cheaper than the mechanical de- 
vices that save it. llowever, a new day 
has already dawned in domestic affairs 
and the up-to-date home will soon be as 
thoroly equipped as our iactories with 
every appliance that will conserve en- 
ergy and eliminate lost motion. 

The manufacturers, York Automatic 
Dumbwaiter Works, York, Pa., are 
pleased to announce thru our columns 
the 1916 models (which are now ready 
for delivery) will be equipped with im- 
proved adjustable bumper bars arresting 
all jars so that there will be no breaking Dumbwaiter Car 

re 1 3 riage with Metal 
of dishes, etc., in operating whatsoever. Bread Box at Top. 

ote 


Ф 


The Hutchinson Combination Woodworker 
This cut illustrates a machine which should be of ex 
tional interest to all men in the woodworking business. 1 
a machine which is practically indispensable to the wide 
carpenter. It is a portable machine, and can be set 
any job in fifteen minutes. It can be used for crosscutti 
ripping, dadoing, boring, sandpapering, etc. In cross сї 
the saw is pulled through the lumber. It moves very easil 
the rods are fitted with ball bearing rollers. The ma 
swings on the post, so that it can be set and locked t 
at any required angle. The saw can also be raised 8 
so that practically any thickness of lumber can be hat 
It is equipped with rip saw, cross cut saw, boring attach t, 
sanding attachment, and has a 
motor powerful enough to cross 
cut or rip 4-inch lumber. The 
many testimonials received by the 
manufacturers justify them in 


claiming to have an exceptional 
combination machine. 

It would well pay our interested 
readers to investigate this. Address 
all inquiries to firm's 
head office, 99 Sher- 
bourne Street, Toronto, 
Ont. Canada. 


General Arrangement and Parts of the Hutchinson Combina 
Woodworker. 
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TA TIRE | Asphalt Shingles 


Saves Your Client 


Repair Costs B ы. МаКе ‘the 
| Efficient 


Bayonne Roof 
and Deck Cloth is 
practically indestructible. Does 
not expand and contract as even 
zine or copper will. „ 


OU are киер an extra 

value into a house when you 

use Asphalt Shingles, without 
increasing the cost. 

An Asphalt Shingle roof will please 

your customer better because of its 

beauty, its effici iency, and its absence 
of leaks and repairs. 


More profits for you in Asphalt 
Shingles, too. Fewer to the square 
means faster laid—the labor E 
cost saving becomes your z 
profit. 

Get This Money Saving Book 


It tells vou about ‘‘The Roof Distinctive” 
and will help you to larger profits and 
handsomer structures. 


Asphalt Shingle Publicity Bureau 
855 Marquette Building, Chicago 


Unlike other prepared coverings, Bayonne does 
not peel, crack or buckle; nor does it wear out or 

rode. The special process of treating highest 
quality duck renders Bayonne impervious to heat, 
cold, water and any amount of wear 


Most economical and simple to lay Spread over. the dry | 
rds and tack on the edges only No "settin ig" іп wet | 
| 
| 


paint. One coat of paint is sufficit nt for average wear 


Its neatness, effectiveness and economy will strongly appeal | 
to your client. 


Write for Sample Book “N” giving 
Prices and laying instructions. 


See Sweet's Page 539 


JOHN BOYLE & COMPANY, Inc. 


112-114 Duane Street 70-72 Reade Street 


| New York City 
Branch House: 202-204 Market St., St. Louis 


A ASK THE MÀN WHO 
| A ROOFING 


ч СУЧ 


@The real value of a well-known Quality Brand 
like “HUDSON” was strikingly illustrated recently, 
when one of our deale rs nearly k stage і customer 
through no fault of his. 


@The dealer sent us an order for a carload of Hud 
Shingles In loading the car. some boxes that had not be: 
stamped with our Hudson trade-mark was included. The d 
did not notice it and sold 100 boxes of Hudson Shingles t 
customer which were delivered upon receipt of th 

customer immediately 'phoned the dealer and said 

'Hudson Shingles,' the kind all my neighbors use 

mend, and you can't palm off any of that stuff or 


<> i j 
Go7r-Ser-Tex 
“Well Sir," my pie as Co the. 
best kind of covering is 


CON-SER-TEX 


“Гуе used it for roofings, porch-floors, sleeping verandas 
d bungalows. It gives continual satisfaction.” 


Con-ser-tex is a specially woven canvas roofing, chemi- 
illy treated to preserve the fibre from mildew and the 
trimental action of the oil in paint. It is water-proof, 
eather-proof, rot-proof and wear-proof. 


Costs very little. 

Is easy and inexpensive to lay. 

Makes a neat, smooth, durable surface. 
Will not leak, rot, stretch or shrink. 


@ Fortunately most of the car was branded Hudsor s 
dealer took back the 100 boxes that were unlabeled 
delivered boxes branded Hudson and the customer was sati 


Write your name in the coupon below, and we will s 
| 1 І 


samples of Hudson Shingles, the kind that the people 
and copy of our book Shingling and Roofing I 


Asphalt 
Ready 


e ьа Аа Roofing Co. 


ZR'O OF ING 64 Church St., Room 453 


Rm ODIUM > NEW YORK, N.Y. 


ASPHALT READY ROOFING СО., 


Send samples of HUDSON SHINGLES and Booklet, ‘‘Shine 


'tter secure complete information and samples from ling and Roofing," with no expense to me 


illiam L. Barrell Co., 8 Thomas St, New York 


hicago Distributors: Geo. B. Carpenter & Co., 430-40 Wells St. 
| Californis Distributors: 


Name 


Address 
Waterhouse & Price Co., Los Angeles. 
The Pacific Building Material Co., San Francisco. 
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Simplicity Marks Genius in 
Invention 


Not infrequently the very simplicity of some 
invention gives it the stamp of genius. An illus- | 
tration of this fact is in the Wendell vacuum 
and compress washing machine, an announce- | 
ment of which appears on another page of this | 


issue. This machine is said to have proved itself | 
|i marvel of speed and efficiency in doing the 
family washing and is so cleverly designed that 
here are no moving parts, no cog wheels, no 


alve in fact, there 15 nothing to wear out or 


get out of order m апу Wa Be ause of its 
simplicity and effectiveness, it 1s claimed 
that it is the fastest selling washing 
nachine that has ever been invented. 

These machines are made by the 
Wendell Vacuum Washer ( ompany, 
ХЮ Oak Street, Leipsic, Ohio. They 


are offering an agency proposition te 


The Simple Con- 


yuilders and full details and particu struction of the 
! AT ` 1 . Wendell Vacuum 
S Cal e secured om them Washer 
v 


New Styles in Birch Trim 


ther feature of a building proclaims the period of its 
onstruction so definitely as the style and method of finishing 
he trim. Architects who design homes have perfected styles 
of trim that might well be called bv their period names, had 
building adopted such names for styles in residence structures. 
Of late years much attention has been given to the work 
f perfecting methods of finishing the different woods, em- 
ploving the particular kinds of treatment that is best adapted 
o the kind of wood used. 


Plenty of Work This Winter— 
If You Own a 


BERLIN 
DE EET 


Portable Woodworking Mill 


A man with this valuable piece of equipment can do any number 
of things during the slack season. He сап make all sorts of interior improve- 
ments-— such as built-in side-boards, medicine cabinets, stair work and 
cabinet work. He can also be getting ready for next year — making sash 
and doors, exterior and interior trim. ete. Many Bullders have paid for 
this machine and made a handsome profit, too, during the winter season. 


A Machine for all Purposes 


The BERLIN heavy duty Portable Saw Rig consists of a Rip 
Saw, Cross Cut Saw, Dado Saw, Grooving Maching, Jointer, Jig Saw, Bor- 
ing Machine, Sander and Emery Wheel. It comes equipped with either 
a gasoline engine or electric motor mounted on its own base. It i4 easily 
moved from job to Job and !s strong and rigid. Guaranteed for two years 


Write for Details and Full Information Today 


SCHAEFER MFG. CO., Berlin, Wis. 
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The most distinctive treatment given birch is known as 
Silver Gray finish. This is the name of a justly pop 
stain which is applied to the wood and subsequently wa 
or varnished. It gives to an apartment an air of cool cle; 
ness that is very pleasing. 

\nother popular method of finishing birch trim, and 
now much used, is to coat the plain surfaces with white 
gray enamel and stain the window stools and the moul 
on the door caps dark mahogany. 

In stair work the risers, balusters and base are enam 
and the rail, sometimes the newel posts, are stained mahog 
'The idea is to use sufficient color to break the even effe 
the enamel and to give the room a distinctive appearance 

Dutch Brown also is being employed extensively. 1 
treatment, waxed or varnished, brings out the figure of ro: 
cut birch veneer to excellent advantage. 

Birch is the one native hardwood of high physical qu: 
ties that give the user choice of many excellent wood effects 
A house trimmed with birch may be finished in almost ar 
way the owner elects 


A Single Roll Floor Surfacer 

The American Floor Surfacing Machine Company have been 
handling in the past three types of machines. One is the 
"Big American," for wood floors, and the “American Cham- 
pion” and “American Cove Base Polisher,” for cement, tile 
marble and composition floors 

They are now offering a new design for wood floor finish- 
ing. This is the "American Universal" and is made with 
single roll. It is equipped with a motor that drives the roll 
at 725 revolutions per minute. A vacuum cleaner which is 
placed behind the roll gathers all the dust and stores 1t in 
i bag. This allows the use of this floor surfacer under all 


conditions, as it will not raise the dust. — 
А page of The lowest 
Bar ains prices ob- . 
g tainable 4 
on Mill- 
work. 
Send for 
ы. E 
alogs O 
Mantels, 
ia 
Roofing, 
| ‹ 
un 
\ سے‎ The Huber 
اا‎ Builders Material Compan; 
45-49 Vine St Cincinnati, Oh 
ا‎ — — ——— ————— — 
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The No. 3 


Elliot Woodworker 


has many outstanding features 
that will appeal to the progres- 
sive Builder. The Elliot Wood- 
worker is portable and can be 
taken right to the job and will 
save 20% to 30% on labor and 
material. 


is a shop machine it is the best and 
most economical you can buy. "Takes 
up but little room, runs on any house 
lighting current and will cut 3-inch 
joists, house out a pair of stair strings 
16 feet long in 35 minutes, and all other 
dadoing, grooving, ete., cequired. 


Furnished with or without Jointer At- 
tachment. 


46 Sold in One City Alone 
This Year 


Better investigate now.  lllustrated 
circular, prices and terms sent on re- 
quest. 


The Elliot Woodworker Co. 


2405 Woodward Avenue, Detroit, Mich. 


THIS MACHINE WILL EARN 


$20 to $50 
Daily Profit for You 


Making Cement Bricks and Blocks 


Factory owners are the 
biggest money makers in 
America and this machine 
will place you in their ranks. 
You can start with little capital 
and even without experience 
This machine makes pressed 
cement bricks and blocks under 
80,000 pounds pressure. No 
tamping and easy work. It 
makes 1,000 blocks or 10,000 
bricks daily. No burning re 
quired. Ready for the market 
іп afew days’ time. They are necessary for the 


Helm DRY WALL Building тумони 


Patented іп U. S., 1914; other patents pending 


€ MAKE YOUR CAR EARN ITS KEEP 


The Lion Economy Trailer 


‘at last makes it possible to 
use your car for pleasure and 
business. Consumes less 
power and gasoline than to 
carry same load in car. 


The Lion Eccnosnis Trailer 


ves tires, mechanism, upholstering and paint of ear. Ca 

e attached and detached in an instant. It is a great 
nvenience and help for the carpenter, contractor 
builder. Will carry one thousand pounds. 


ite tcday for free literature and further particulars 
it this low-priced vehicle. Agents wanted 


LION BUGGY CO. Dept. C. B. Cincinnati, Ohio 


PAY FORTHE 
F AUTO 


е Ы This is the system that appeals to builders, conti actors al T 
irchitects. It overcomes the opposition to em ret« 5 
ul In оо 8 it offers absolutely DRY WALL constructio It save 
builders, as no furring and lathing are сма был 


and it makes rigid walls and fireproof walls. 1 
is the system which is bound to ¢ ou business am 
give u the advantage ove il other qmm 


products. $50 and up starts you. ¢ Helm Brick 


Send for This FREE  ,* Machine Co. 
CONCRETE BOOK ^ 270 Mitchell St. 


Cadillac, Mich 


Absolutely Free 


Postage Prepaid 


) ur Choice of Any One of Twenty Building | I rigbi now before you turn уб р з 
lineam. Rubia тышны учи лиг j 
and Plan Books ча nem t b : en 3 open m e 3, s , я 
t the Helm + ss and the 
V rite for Descriptive Circular Telling About Our DRY W AL Ln pu v n я we 
Great FREE Offer le business. , Jt tells how exch je Name 
і mat 10 W cured ani 
old. W ite today. Doit now ^ 
AMERICAN CARPENTER AND BUILDER HELM BRICK MACHINE CO. , Jt 
1. 27 Prairie Ave. CHICAGO 270 Mitchell St. / 
| CADILLAC, MICH. ^ 
— ^ Ust: 2. PMUECRETTICTCTATTIITITLITITLIL 
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The Untrained 


AMERICAN 


d к! 


- 


Мал 


Тһе Trained Man 


Your Future Depends 


ins t 


t} 
и 


1 11 b? 


I C S. have 


month report 
o he Ip you. 


029900000000 


: International Correspondence Schools 


qualify for a la 
trade, or p 


Architect 


Heat. & 


Name 


St. and No. 


eee 06606 eeeOee eee 6eeee eee 


Present Occupation 


^**49924449499909909099999999999€9*9999999*9999€9€29296^9 


On Yourself 


nd a better salary from the man higher 


terr uti nal Corre pon let e 


usands the way to positions of power and 
ries. They can lo the same for you. 
before you. Are vou interested 


Your future 1 you. i 
enough in it to learn how the I. C. S. can fit you for a 


earn, or what your previou 
the I. C. S. have been helping young men to increase 


eir earnings 


better 1ncome. 


The 400 or more letters that are ser 


Choose a high-salaried future and 


Mark and Mail the Coupon NOW 


Please explain, without further obligation on my part, how I can 


Arch’l Draftsman 


Contract’g & Build. Surveying Sh.-Met. Pat. Drafts. 
Building Inspector Mining Engineering Textile Manufact’g 
Structural Eng. Mechanical Eng. Bookkeeper 
Structural Draftsman | Mechanical Drafts'n| Stenographer 


Plum. & Heat. Con 
Supt. of Plumbing 
Foreman Steam Fit. 
шрын hg seo 
ent. Eng. 


hence, then what? Will you still be 
underpaid laborer, or will you be a 
` chosen line of work where you can 
lay than the untrained man earns 
lepends upon yourself. You must 

To hesitate, to put 1t off, or t » be unde- 
hat you must plod the hard road of dis- 


poverty, and failure. То mark and mail 
the first step to promotion and 


ipon 1 


" 4 
iv to keep out ol the dollar-a-d у class 


pecial training that wil command the 


1 


Schools hav 


No matter where you live, how little you 
education has been, the 
For over 23 years 


a way of helping you. 


and to rise to positions that insure a 


to us every 
ing increased salaries, prove our ability 


eeeeeeeeeeoeeeoeeeeeeeee eee 0 0 6 


Вох 910Е, SCRANTON, РА. 


грег salary апа advancement to the position, 
rofession before which I have marked X. 


Automobile Runn'g 
Foreman Machinist 


Estimating Clerk 
Civil Engineer 


Advertising Man 
Window Trimming 
Commerc'l Illustrat'g 
Civ.Service Exams. 
Chernist 


Stationary Eng. 
Electrical Engineer 
Electric Lighting 
Electric Railways 
Concrete Const'r'n 


State 
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Prices and full descriptions of this machine can be ol 


from the makers at their address: 515 S. St. Clair 


Toledo, Ohio. 
> 


Weather Strips for Casements 


The Diamond Metal Stamping Company, 626 Kerr 
Columbus, Ohio, have an extensive line of metal 
strips including styles to take care of casement w 
opening in. Several equipments they guarantee to | 
lutely wind, dust and water tight. 

They have recently put on the market a concealed-n 
strip which is the joy of the architect who objects 
sightly nails. It makes a beautiful job when put 
door and its cost is very small. 

They are looking for responsible contractors and 
They have some valuabl 
ritory awaiting the right man. Better write them f 
agency proposition. Their folder, “The Diamond W 
Practical Weather Stripping,’ is very interesting, as 
their booklet, “Positive Proof from Particular People." 

+ 
The **Кога”” Among Woodworkers 


The Wallace bench planer has been advertised contin 
in the AMERICAN CARPENTER AND 
year, and has been accorded an enthusiastic reception | 
penters and builders in all parts of the country 


ters to act as their agents. 


The motor supplied is totally enclosed, a precautio 
essential for machines in woodworking shops. Thi 
head is of the safety cylindrical type, and its small dia 
makes possible a very narrow throat opening. The 


are ground to a true surface, and can never get out of 


ت | 


Wallace Bench Planer in Use. 


The Wallace bench planer is the “Ford” of the ma 
world. 
to reduce its price so far below that of any other 
planer. It is cheap because made in large quantiti 
is cheap because reduced to fundamentals—because u 
sary parts and unnecessary weight were omitted 

The maker, J. D.. Wallace, 525 W. Van Buren 
Chicago, will continue his policy of sending the bench 
to readers of the AMERICAN CARPENTER AND BUI 
a free trial, as this plan has worked out most satisf 
in the past. 
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BUILDER for more tl 


No sacrifice of accuracy or durability has been 1 


1 


Send $1.00 for Sample Knife 
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Don’t Pay For Your “Ellis” 


without getting it 


Every carpenter or contractor who does not use a reliable engine is paying for the 
engine without getiing it. He pays for it in lost time, and in labor costs. You can buy 
an Ellis Engine out of two weeks’ wages to one workman; and your Ellis will give you 
reliable service for many years. 


Ellis Engines are America’s favorite with carpenters, contractors and builders. Very 
compact in design ; light in weight in proportion to power. Easy to operate; no crank- 
ing. Run either way; reversible while running. They work successfully on common 
cheap lamp oil at a fuel cost of 

6 cts. for 10 hours 
for each horsepower developed. Just the thing for woodworkers, rip-saws, planers, 
cement mixers, hoists; in fact, for every job where power can be used. Write for 
x T n : , 8 — 4 " ai 1 { 7 g’ 
All sizes for all purposes. 1} to 18 free book, ‘‘Engine Facts,’’ giving valuable information and full details of our 30 Day 


> д Free Trial Offer, with opinions of users from all parts of the world. 
Н.Р. Vertical апа horizontal. Guar- 


anteed 10 Years. Ellis Engine Co., 2863E. Gd. Boulevard, Detroit, Mich. 


CARPENTER scents WANTED 


All or Spare Time) 


To take orders for our Knives 


ДД 


TH Е САМТО М CUTLE RY со Architector Lumber Dealer can do and at the same time the most practical 
s 


We have a Liberal Proposition to offer you 


No experience necessary, good pay. A fine proposition for carpenters and 
builders. Write today for particulars. Address Dept. E 


= 
- and Razors with **Car-Van'' 
- zl Steel Blades. 

ш “The Steel that Cuts Steel’’—The “Lost Art of 
sz = the Old Damascus Sword Blade” Re-discovered. Style D11 Senior Senator 2 Blades Price $1.20 
io We own and control the secret formula. A Written 
Е = N Guarantee. Photo Handles, clear as glass and r 81 ess e er 
в tough as horn, with cwner's name, address, personal a u n = g tt 
и L4 photos, lodge or labor emblems Goods ‘‘made to e 
< order’’—cannot be bought in stores. Razor Strops, Hones, that works for years and years. One of these handsome, high-grade pocket 
© ae Hair Clippers, Shears, Scissors, Kitchen Sets, Manicure Sets knives with your name and address on it will close contracts when sent 
е р] 2i- Photo Handle Fountain Pens, etc Big Profits Казу Selling along with your plans and estimates. Brings business and builds good- 
oz oe Plan—We teach you how. Get Busy Xmas Order’’ Pro- will Considering the number of times a man uses a knife and the years 
ae i fits await you. Write today one of these knives lasts, this ta the lowest cost advertising any builder, 
мі 
A 
v 
£ 
Ф 
и 


Phil.H.Graf, 


Canton. 


E The United Cutlery Company 


Dept. F. Canton, Ohio 
т 


Carpenters & Builders 
You Can Make 2% 
5290 ны 


With This 


INVESTIGATE 
THIS STAIRWAY 


Before making estimates on any new work, in- 
estigate The Bessler Movable Stairway. The 
mly stairway which permits of quick and con- 
venient access to upper floors without using up a 
single square inch of floor space in the room below. 


ect is its 
jns and 
uc ion 
1 6-year 
l can 
operate 


Many are doing $3,000 a year and 
better with this new machine. You can, 
too. You need no experience. We teach you 
FREE in one simple lesson. Start right at home. 
Everywhere there's plenty of money and big cash 
profits waiting for ambitious men, Just the thing 
to bring in the money between jobs, until you get 
the business started 


Cut above shows stairway as 
it appears folded in the upper 
room. 


This is the Busines for You 


A business all of yourown. Requires little capital and grows 
fast into a real factory—a real manufacturer. Open a Tire 
Repair Shop with Haywood Equipment. Let the money roll in 
Auto tires need mending constantly. There is your profit. Owners 
eager to give you their business. It means a saving of money to 
them, and big cash returns for you. If you own a shop now, put in 
one of these machines and double your profits 


| Just Mail the Coupon for 


Has been installed in hospitals, 
schools and other public build- 
ings. 


This cut 
shows stair- 


way half way 2 This FREE Book ир ар -— 
down A valuable guide to power and HAYWOOD TIRE AND 
va. V | ‘wealth. lt gives the complete 4 EQUIPMENT CO. 
A light pull - details. How tostart. How | 
һе h to succeed. Tells all about 695 Capito! Ave. 
on the your opportunity. Shows P 4 INDIANAPOLIS, IND. 
stringer how easy the work can be : 


done. Shows the big J 
profit in this new field. 
Write for it today. А postcard will do 
Get your FREE copy. 
HAYWOOD TIRE AND e i». 
EQUIPMENT COMPANY ^ ` 


695 Capitol Ave. f Address 
INDIANAPOLIS, IND. ۾‎ 


Kessler 
lovable 


-tairway Co. 
Dept. 2 Akron, Ohio 


Gentlemen :— Please send 

me your book as you promised 

to di This of course does not 
obligate me in any way. 


brings stair- 
horse down, 
ready for 
use. 
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rd & Roofing Company, 678 Este Av 


1 a most complete description f the 


pt sheathing made exactly like 
ept that the lath are not dovetailed, bu 
rdinary lath. The illustration sh 
this sheathing under a floor for a 
ep out dampness and cellar dust. 


\ the sheathing is generally place 


JAMES, 


Bishoprie Sheathing Used Under Flooring for 
and Damp-Proofing. 


side up, as this will give dead air space b 
and the flooring. When the sheathing is use 


up with the lath side against the rafters. 


LORENZEN 


аре RAR 
; gU" 2 


Our large Catalog, ‘Vogue in Fire 
the most comprehensive and comple 


files Write for it when building 


T HT РГЕ 


WRITING 


WHEN 


* [Its Strength is in the Dovetail Joint" 


\ booklet has been recently issued by the Mastic Wall 


nunnnnnW 


For Bathrooms, 
Kitchens, н Costs 


H rooms, ete. 
Н We carry а most but 
| complete line of 
Ceramic Mosaic f 
ГА ч PIT 
FB Floor Tile and ем 
LS Sanitary Glazed 
H Wall Tile for Cents a 
H every purpose. 
HE Our designs are foot 
BER unusually artis- 
"a | tie and currectly executed. The quality 
Li is Lorenzen —the best guarantee : 
"а ean get. You сап depend upon our prices 
wa HB being right 
sum Let us estimate on your next job or fi 
| Шиш : with au original design At any rate 
1 our Catalog No. 51 on Tiles and M« 
T 3 postal will bring it and it is invaluabl 
| | N files 


ever issued on fireplaces, should also be in your 


i Chas. F. Lorenzen & Co. 
Бад 103 N. Clark St. CHICAGO 


ADVERTISERS PLEASE 


enue, Cincinnati, 


мо, entitled “Built on the Wisdom of Ages.” This book- 


construction and 


e of Bishopric stu r plastic board and also Bishopric 


the stucco board 
t are square the 
ows the applica- 
nd deadener 
When used in 
d with the lath 


Sound-Deadening 


etween the laths 
1 over the rafters 


on the roof, it is generally placed so that the smooth side is 


It is placed with 


the lath side against the weatherboarding when it is used on 


Tiles and Mosaics 


| builder 


irnish you 
write for 
Sues A 
for your 


м „ә 
Places, 


te catalog 
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the walls of a building as a protection against dampnes 
cold. 

Copies of the booklet can be obtained from the M 
Wall Board & Roofing Co., 678 Este Avenue, Cincin: 
Ohio. This company also have a sample of stucco as ap 
to their stucco board which they will be glad to sen 
contractors that are especially interested in stucco \ 
The sample shows how the stucco is held firmly in pla 
means of the dovetailed, under-cut edges of the lath 
stucco board. 


i x 


White Enamel Success on Arkansas Soit 
Pine Trim 


As a base for white enamel, Arkansas soft pine i 
entitled to most serious consideration. Any prejudice w 
may have existed against soft woods as interior trin 
been largely due to the tendency of some of them to * 
absorb" the applied enamels and varnishes. 

Another fault with some soft woods when used under 
white enamel lay in the staining of the enamel from under- 
neath, due to pitch, “sugar,” or rosin working out of the wood 
and thru the finished surface. 

There has always been, however, one soft wood in which 
these faults are lacking—namely, Arkansas soft pine. No 
complications of the sort have ever been attributed to this 
splendid wood. 

Arkansas soft pine will not over-absorb nor stain white 
enamel. The specific facts behind this statement are that 
the wood is practically free from rosin or sugar, and that 
it has a fine grain and tough fibre which creates a physical 
condition favorable to well-balanced absorption. 

While the wood, being free from resinous oils, is soft, 
it is not of the cork-like softness of certain woods which 


KEEP YOUR MEN BUSY 


THIS WINTER AT A BIG PROFIT TO YOU 


— THERE IS А 
ooo quee BIG PROFIT TO 
Ove Cor Piece P^ | YOU in SELLING 
зм ` AND LAYING 
Я “SANTILITE 
COMPOSITION 
FLOORING” 
IN THE DULL 
| : WINTER 
چت‎ MONTHS 


As you know, "SANTILITE COMPOSITION FLOORING” is 
laid just like plaster { of an inch thick on any sub-floor of wood or 
cement—seta in 6 to 8 hours into a smooth, jointless, absolutely sanitary sur- 
face, without cracks to collect dirt, germs and flth—absolutely no trouble to 
keep clean—never ws dusty regardless of wear—extremely easy to stand and 
walk upon—fire 1 not burn it—water will not soak it—of permanent, pleas- 
ing appearance—never requires painting and will last the life of the building 


“SANTILITE” is the ideal floor in the home for the kitchen, pantry, bath 
or any room where a — dustless floor is wanted. It is extensively used 
in the factory for offices. halls, lockers, toilets; and the store, restaurant, cafe. 

ublic, semi-public buildings, in areas subjected to heavy wear, where а pless- 
ng appearance, durability and absolute sanitation are required. 


There are many masons, building and cement con- 


tractors who are making big profits in selling and laying 
“SANTILITE.” It enlarges that branch of your business where there 
is an ever increasing demand—every home with a wooden bath room 
or kitchen floor needs it—every public place that has lots of wear 
must have it. You will find that there is little competition in your 
own locality, and it is especially attractive for it keeps your men profi- 
ably busy during the closed or Winter Season. 


Write for samples, illustrated instructions for lay 
“SANTILITE” and our proposition to make your wint 
work profitable. 


SANITARY COMPOSITION FLOOR CO. 
131 Plum St. SYRACUSE, N. 
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(ut Your Customers Coal Bills 


You Are Backed By 


A $1,000,000 Corporation, when you 


guarantee customers that you will reduce 
their coal bills 15 to 24 with Williamson 
New -Feed UNDERFEED Furnaces or Boilers. 
The Williamson Heater Company's guarantee backs you. 
30,000 Boosters advertise you if you handle the 
Williamson New-Feed UNDERFEED. You are not 
offering something untried or unknown. 


An Unbeatable Proposition is yours for thi 


asking. We help you from inquiry to sale—and after- 
ward. We furnish you with prospects’ names, complet 
heating plans, advertising material. etc But the best thing 


MAJESTIC 
Coal Chute 


hen planning a new home arrange for this modern building 

cessity in the foundation plans. It keeps the careless coal man 
om marring and scarring the sides of the house every time he 
lelivers coal. Saves the lawn, walk, flowers and shrubs from be- 
ig ruined by coal dust and stray lumps. 


he Majestic when closed sets flush with the foundation. It has 
‚ glass door which serves as a window when chute is not in use 
for receiving coal and gives splendid light to the basement. "The 
‘lass is protected when chute is in use by special iron plate 
he Majestic is a cellar window as well as a coal chute. 


Burglar Proof—Strong—Durable 


he Majestic locks from the inside securely and is absolutely burglar proof 
is extra durable, and will outlast the building. It has a heavy stee 
„dy, semi-steel door and boiler plate hopper. When open the hopper 
mes out automatically, catching all the coal, without waste or dirt 


Thousands of owners use them. Contractors endorse them and specify 
heir use in all the new modern structures. 


FREE BOOK | full information regarding Majestic Coal Chutes, 

nderground and Kitchen Garbage Receivers, Majestic 

1к Bottle and Package Receiver, Burglar Proof Basement Windows, 
tore Chutes and other Majestic Specialties. 


THE MAJESTIC CO., 505 Erie St., Huntington, Ind 


behind your guarantee of lower coal bills to customers is 


WILLIAMSON CUT 


JJ NEW-FEED COAL 
NDERFEED BILLS 


" i 2 
Furnaces and Boilers 22° %4 


=~, The UNDERFEED gives fire free 

< "Ul play. The hot, live coals are always 

<- & -- | on top of the fuel—not smothered by it. 

A 2 О МОЕКЕЕЕ DS are built on proper com- 

bustion principles — they are fed from 

below. Cheap coal as effective as highest 

grades. No smoke, soot, dust, or clinkers. 

Users are guaranteed !$ to 2$ fuel saving. 

Wonderful seller! One user says: “No 

more top-feeds for me. Saved about $30 

last year." Another: “Heated ten rooms 

EN for $20." 'Thousands of boosts like these. 

6 Take advantage of them now. Get our 
Aw 


od 


oa The Williamson Heater Co. 


j 


unequaled proposition. Write today. 


(Formerly Peck-Williamson Co. 


» (ЇЇ 507 Fifth Avenue 
Cincinnati, Ohio 


| 
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| 
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They will please the man you're 
building for better than any other 
Lype of window you could install. 
They'rethe modern cellar window 
—t^e solution of the window 
problem for the man who wants 

window satisfaction in service. 

Ruilt of steel and in complete 
units—casing and hinged window— 

Chief Cellar Windows leave no chance 

open for window troubles. They al- 

ways open and close easily, leave no open 
racks and are absolutely unaffected by the weather. 


Leak Proof—Rot Proof—Rust Proof 


'ef Cellar Windows can't leak, rot or rust. They are р e 
fetime of service. They have every good quality of the old- " 
den window with the added advantage of steel construction. 

These windows are easy to install, cost no more than wooden windows and 
worth three times as much. They give real service—permanent, satis- 
Jon-giving service. There's nothing to wear out about them and they 
'{ shrink or swell and stick in the casing. 

satisfy your customers with Chief Windows. They'll all want them when 


'y see them and there's profit — 
E = 


OPEN CLOSED 


A Modern Convenience That Will Prove 
a Big Selling Asset in Your Bid 


When you explain to your customers the 
disadvantages of battered foundations 
marred walks, broken windows and dirtied 
lawns, they will be glad to spend a few 
dollars, and abolish this trouble for good. 


Special Prices To Builders 


We offer Canton Coal Chutes to Contractors and 
Builders at a good discount, making it profitable for 
vou to specify and install them. Ask for Booklet “B-4.” 


Canton Foundry & Machine Co. 


CANTON, OHIO 


you in selling and installing 

se modern windows. 

Vrite us today for full descrip- 
and prices. 


{RAUGER & 
JOHNSON i 
0 Walnut St. ff 


tlantic, lowa. 
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Book on 
Wood Finishing 


VERY architect, contractor and 

builder is entitled to one of these 

new books free for the asking. 
It is a valuable handbook on interior 
finishing, beautifully illustrated in 
nine colors. 


It tells how to finish inexpensive soft 
woods as beautifully as hardwoods 
and gives complete specifications for 
finishing woodwork and floors with 


Johnson's Wood Dye 


These dyes are not pore-filling 
varnish stains but coloring matter that 
penetrates deeply into the wood 


Ag э к 
without raising the grain. 
, 
N N 219< 
Johnson's Prepared Wax 
is the most extraordinary polish for interior 
woodwork and floors, It gives a һата, «ту, 
glass-like surface that does not collect dust. 
If you are not familiar with Johnson’s Wood 
Dyes and Prepared Wax we shall be glad to 
send you samples for experimental work 
or finished wood panels showing the various 
shades of Johnson’s Wood Dye. 
ш шз эз x эш кше ese ee SS —— = = — = c на á — = 
| ACB- 12 
1 se send me free and postpaid my copy of your 0 
v 25e Instruction Book, ‘Те Proper Treatment 
| I rs, Woodwork and Furniture.” | 
А 8 
| Vane = | 
g 6 
Жаш "-— И 
: ind Sta ——— Р 
| ' 
I out this coupon and Lil to 
! I 
| S.C. JOHNSON & SON | 
' “Тһе Wood Finishing Authorities” 
RACINI WISCONSIN ' 
Peer РЕ ОТО МАГ жа 
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for their part actually “drink up” the applied enamel 
is, in fact, a tough resilient wood which takes the 
and flat white coats to a nice degree of penetration. 
pigment and oil are tenaciously embraced by the fi 
the wood in such a way that the application be 
actually “inlaid” with its base in the very core of the 
and its outer surface coinciding with the surface 
woodwork itself. 

A fixed 
enamel coats are applied. 
becomes harder so that a 
the enamel retains its lustre is the ultimate result 
КА 


. 
Good Tools for Good Men 
It is a fact that more time and money are wasted bı 
carpenter in sharpening poor tools and in not being 


surface is thus established on which the 
As the 


durable 


wood ages the su 
woodwork on 


to use tools on account of break- 
age and dullness than would buy 
the best to be had. Then again 
the quality of his work itself is 
seriously affected, and his natural 
interest in the result of his work 
is lost. 

There isn’t a tool made that is 


too good for the man who makes 
his living by its use. That has 
been the policy of the L. & I. J. 
White Company since they were 
They suggest 


organized in 1837. 
that now, as the busiest season is 
over, our readers write to them 
and get a line on tools that will 
save them much work and time. 

This company is located at 10 
Columbia Street, Buffalo, N. Y. 
A study of their catalog, which 
will be sent on request, will give 
the up-to-date man many ideas on 


edge tools. КА 


High-Grade Adze Made by 
L. & I. д. White. 


The Spiral Fire Escape 


The best kind of a fire escape for getting people out of 
burning buildings is one that cannot be clogged in an 
The Kirker-Bender Spiral Fire Es- 
cape is constructed in this 
There is no 
falling and stopping thc 
others. 


way. 
possibility of anyone 
exit of the 
It consists of a spiral slide en- 
closed in a steel cylinder 6 feet in 
The cylinder rests on a 
foundation of brick or concrete and 
the slide delivers each person to the 
ground so that he lights on his feet 


diameter. 


in the same way as if he had just 


gotten up from a chair. The use 


›{ the spiral fire escape as installed 


1 


п a school house is shown in the 
accompanying illustration. 

The entrances to the 

from the various floors 
The entrance doors open 
inward and the exit door at the bot- 
tom outward. А light 
pressure will open the doors. 

Full descriptions of the spiral бге 
escape and the results obtained with 
it can be secured from the Dow Wire 
& Iron Works, Louisville, Ky., who 


escape are 
on runways 
as shown. 


opens very 


Installation of Spiral ! 
Escape nt School Hous 
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Let Your Specifications Read 


WRIGHT WIRE LATHING 4 


Many of the country's foremost architects specify Wright Wire Lathing. 
It was used in the Grand Central Station and many other f.mous 
structures, as well as costly residences, because it resists the ravages of 


time and fire as no other lath can. 

Wright Wire Lath is made in three finishes—Plain, Japanned and Galvanized. The А - — 

illustration at the left shows Wright Galvanized Lath. ا سپ‎ fem p 
dern 


e Hip te: Tosa 
таар еа. Our Catalogue W, descnbing Wright Wire Lathing in detail, is an intelligent guide for П TT 
architects and builders. Send for a copy of this book today. Free on request. à фә EA 


WRIGHT WIRE COMPANY WORCESTER, MASS. 


siak. “STANDARD” Take Down Square 


Ow. w.co. 


The finest and only square on the market that can be 
SAFELY used. 

For when it is LOCKED-—see cut—it cannot slip, and is 
mechanically square. 


See that 
Locking Go to your dealer for it—TODAY—or we will forward 


Device 
one to you for $2.50. 


Also Makers of the THE SOUTHINGTON HARDWARE COMPANY 
New “HOLDFAST” Bevel SOUTHINGTON, CONNECTICUT 


send 50 cents for sample 


Get a Copy of the 
BARBEE Book 


It Contains 147 Pages o 
Builders Iron and Wire 
at Lowest Prices 


Every Builder who values Highest Quality 
le prices should have a copy ot 

It shows the entire BARBEE 

partial list including Skylight 
Weather Vanes, Window Guards 

Plain and Ornamental Fencing 

idewalk Grating, Stable Fix 

ron Posts, Pipe Railings, Office 

Partition Railings, ete. 

s. Step Railing, Steel Stair 


Fire-escapes and many other Ие! 
u’ll find them all listed and illustrated ii 


Equip Those New Garages va baler 
With STANLEY'S No. 1776-J1 Set 
This Book is FREE 


Complete Hardware “Trim” in One iei nc 

Package, for Garage with Double Doors. Mail in the Coupon 

Finished in Dead Black Japan—A Quality Set ` 
at Moderate Cost a" mem -— nsn mm БЕП NA SED ee m Ao 


rite for V ciao elio aiuta “A” The Large BARBEE FREE Book Coupon 


The Barbee Wire and Iron Works, 


M A > E 
К STAN TV е2 KS С 147 М. Dearborn St., Chicago Ш. 
ЖО 4 Fí Gentlemen—I wish to see how I can save money on my Building 
CO i f so send me your large Free Catalogue 


Wire and Iron Work, 


AR CONNECTICUT 


HING HEADQUARTERS Name 
Address .... 
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The Upson Company Obtains Injunction 


The Upson Company, makers of Upson Processed Board, 
have been recently granted an injunction against a dealer 
» was handling an inferior board made with a blue cen- 
imitation of Processed Board. The United 


ter in 


Upson 


Use Silo Sense 


Consider all the factors that 
make the most efficient Silo and 
like hundreds of others you will 
choose 


The KALAMAZOO 
GLAZED TILE SILO 


as the Silo best for your cus- 
tomers’ interests as well as your 
own. Kalamazoo Tile Silos are 
unsurpassed for durability and 
solidity of construction — Frost 
cannot penetrate the double wall. 
Glazed Tile is unequalled for 
appearance and enhances the 
looks of any farm. 

Write to us for our latest book on Silos, 
Tile and Wood Stave, and “Early in Year’’ 
Profit Sharing “Earn Cost First, then Pay’’ 
Sales Plan. Write Today— Dept. 507. 


Kalamazoo Tank & Silo Co. 


Kalamazoo, Mich. 


For the little foundations and bridges 
and culverts, of which there are so many 

for the small, vet important jobs where 
half the work, perhaps, is in getting ready 


to work; vou will find the 


“Knickerbocker” 


A Great Saver of Time and Money 


Stationary Batch Hopper and 
Hoisting Sheave 


The Knickerbocker Co. 


Jackson, Michigan 
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States Court granted a perpetual injunction against the 
of a board that was made with the blue center or similar to 
the blue center so that it would deceive the buyers who were 
looking for Upson Board. 

This injunction is in the spirit of fair play. A manufacturer 
who has spent thousands of dollars and years of hard work 
in bringing before the public the distinctive feature of 
product should not be cheated out of his reward becaus 
cheaper imitations made to deceive customers. Outside 
the loss in trade, the original manufacturer loses the conf- 
dence of many former patrons who purchase the inferior ::5- 
stitute under the impression that they are getting the original 
dependable goods. Customers can be sure of securing Upson 
Processed Board now when they ask for the “board with the 
blue center.” 

The Upson Company have recently added two new | 
to their line. The names of these are Square Deal 
and Armor Board. These two are cheaper boards and to- 
gether with Upson Processed Board make a most complete 
line for all purposes. The details of these various types and 
their uses can be obtained by writing the Upson Company, 


Lockport, N. Y. 
le 


Nowaday Roofings 

The prime requisites in present-day roofing material e 
proof against fire; proof against weather and climatic condi- 
tions; proof against the everlasting renewal and repairing 
appearance, 
i long life; easy of application; 

first cost. 
prime 


ha eh U 


1 
1 rd 
d 


costs; a handsome 
and a low 

These 
the manufacturers sav, are met 
fully and squarely by the Wal- 
ter's and Cooper's hand-dipped 
painted metal shingles made by 
the National Sheet Metal Roof- 
ng Company, of Jersey City, 
N. J. 

The had the true test 
that makes good on any product 
—long service under adverse conditions, and they hav 
failed; for over thirty years they have been proving 
value as a roofing material and the first shingles | 11 
service are Still in service, showing no signs of deterioration 

The Walter’s and Cooper’s painted metal shingle should 
have your full and exhaustive investigation ; you should make 
it a point to be fully informed as to their value 
no better time to start your inquiry than now whi 
mind. Ask 'atalog and roof: - 


requisites SO 


Cooper's 
Applied 


Walter’s and 
Metal Shingles as 
to a Roof. 


1 
nave 


matter is fresh in for 


formation. 


D~ 


Carpenters 


Wanted 


Val € money all 


| Independent 
Lighting Systems 


[AKRON 


winter get the et- 
: ° Supply gasoline under pressure throug 
clusi € agency jor low wire to lamps all over the house, and t 


olinestove. Ош stem is absolutely safe 


1 Kron Lightin g Sheds a soft, steady, brilliant, white] 
of I ile power. Makes the home à 


Systems, portable Su item tah terete een aie alana 
active and reac { a pleas 


and street la m ps - е rand cheaper than any other illu- 
ип п. 


and lanterns. vu 


Write Today 


B 


AMERICAN CARPENTER AND BUILDER 


na of Akron’? 
t and lar at 
ent ife ar my 


| Agents Wanted 


cupied t Handy demonstra 
tit. Our] sition to live hu > 
cannot be beat. Write forcataloz and tern 


Akron Gas Lamp Co., 633 So. Main St, Akron,O, 


THE 


ah Se tee 


AMERICAN 


Make Them 

This Winter 

1 л ther need not 

г concrete 

In the 

ither you can 

vimprovements 

rs with sand, gravel 
stone and 


ished Б 
The Guaranteed Portland Cement Ê 


LPHA represents 24 
of cement-making 
ience, Expert chem- 
it every hour in 
g. It is guar- 
1 to more than meet 
ч! ized tests, 
ten " po: ts, drain 


I ughs, pot , boxe S 


€ 
1 


1 


, 
, etc, made with 
PHA are sanitary, 

1 il and everlast- 


for the ALPIIA Book 
10), which tells how to 

these and many other 

te improvements such 
nks, cellars, silos,walks, 
p£ IC. E^ } t Jri é 


Я 


ALPHA PORTLAND 
CEMENT СО. 
Easton, Pa. 
New York 
Chicago Philadelphia 
Boston Pittsburgh Buffalo 
Baltimore Savannah 


ARTISTIC HOMES 


\ book of 280 (8x11 inch) pages showing per- 
ective views and floor plans of 250 artistic modern 
ies. A large variety of designs are given so as 
meet the taste of the majority of home builders. 
ere are artistic houses for people of moderate 
ins and others for the more wealthy, but in every 
e the design is made with reference to comfort 

economy. 

ry design shown has been made by the best archi- 


s in the world, who have made a study of home 
tecture and that alone. 


GET YOUR COPY FREE 


'th bound book will be sent Free, postage paid, 
nyone sending their renewal or a new subscription 
ilar subscription $2.00 per year 


American Carpenter and Builder 
1827 to 1833 Prairie Avenue, Chicago, lll. 
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Look for this Box 
and Label 


What a man liked 
asa boy —he likes e “A 


now. He has a 
A Dandy Gift 


always liked 

Good Tools. 

Give him Mr. Punch is an Automatic Drill. You 

what he place the point of the drill and push. A 

likes spiral twist drives the drill It will bite 

through an inch of solid oak in ten seconds. 

The one great need in home tinkering is something 

to make a hole with. To drive a screw easily you must 
first make a hole. You want a hole through broom and 

brush handles. To repair a chair, to put on screen or storm- 

door, to put up a hammock, to put up curtain or bathroon 

fixtures, to make a bookcase—you always have to make a hole. 

Mr. Punch is the handiest tool in the home tool-chest 


In the handle are eight tool-steel drill points, seen through numberet 


holes of same size as drill point Drills are released through a hok 
in the revolving cap 
Mr. Punch olidly made of brass and has a high nickel finish. H 


for $1.50 at all good hardware stores. 


Send f ur Christmas booklet, '" What to Give the Boy,” describing 
Mr. Punch and fifteen other Good Tools which every home needs 


Goodell-Pratt 1500 Good Tools are known all over the world by Good 
Mechanics. Th« re not ordi tools but « bine exceptk 
quality with onable price Buy Mr. Punch for Christmas 


Goodell- Pratt Company, 2.26, Greenfield, Mass. 


SIMONDS 


pronounced-—Si-monds 


No. 15 


The best saw on the market for cutting old con- 
struction work. 


Made of special crucible steel, taper ground for 
ince, and with an adjustable apple handle 
sent any place in l S. for $2.00 


Don't ruin saws unsuited for such work, and 


borrow the other man's Simond's 


We will be glad to send you our book ‘‘The Ca 
ter's Guide together with r list of price 


SIMONDS MFG. CO. 
FITCHBURG, 


I 
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Get Busy Now 


Don't wait to plan how you'll make 
money this winter. Do it now. 
Get your plans all laid, then you 
won't be left in the lurch when cold 
weather comes and incomes fall ns 
If you want to make money at г 
regular business that you can 
handle, install 


PULLMAN 
Metal Weather Strips 


Thev are practical for old or new build- 
ings. Any contractor or carpenter han- 
dling them can always find plenty of work. 
Home owners welcome anything that will 
make the house warmer and keep down 
heating costs. Pullman Metal Weather 
Strips will do it. 

Pullman Metal Weather Strips are not 


r hard to install. We furnish 
vk and material. 


expe nsive o 
necessary 


Get the Agency for 
Your Town 


Write us today and find 


out about our offer. 
We want you as our 
represent: ative in your 
town. Here's a busi- 


ness that will pay prac- 
tically 50% if handled 
right. You aoa’ t obli- 
gate yourself by asking 
what we can offer уоп. 


Ask for Special 


Literature 


Pullman Metal Weather 
Strip Co. 


York, - - - - 


Penna. 
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A Stairway that Saves Floor Space 
Every practical architect and builder is interested in 5 
and means for saving every possible square foot of floor s 
The Bessler Movable Stairway was designed to hel; 
idea. At first it 
was intended on- 
ly for use in 
homes between 
the second floor 
and the attic. It 
was on the market but a short 
time, however, when it became 
evident that it was a valuable 
not only to the 
six-room home, but in 
steamships, 
and one is even installed in a $200,- 
this latter installation is in - 


acquisition, 
humble 
hospitals, schools, 
yachts, 
ЮО mansion; 
Akron, Ohio. 

When not in use, the 
issistance of a spring barrel and a very sim- 
le system of counterbalance—swung up into 


a neat panel visible. Shows Stairway in 
Position 


stairway is—with the 


he ceiling with only 


When wanted, a light pull on a chain 
provided for this purpose, brings it down, and the stair- 
horse is easily rolled down the panel and to the 
\ child can operate it. 
The cost of the stairway is surprisingly low; and a r 


hour is sufficient in structure p: 

for the stairway, and three to four hours is ample i 

building where the ceiling must first be prepared 
It is manufactured by the Bessler Movabk 


Akron, Ohio. 


installation, one a new 


St ИТУ ( - 
pany, 
Eu 
**(3Iobe"" Ventilators for Better рухна 
The Globe Ventilator С 
“Better 
for use 
creameries 


ompany is 
of the 


send ing out 


Barns,” which is descriptive “Globe” tilator 


barns, stables, 
silos. It 


its 


on 
and 
numbers among users 
such -well-known 
as Sheffield, Borden, Pacific 
Coast Condensed Milk Com- 
and numerous 
The "Globe" is 
and strongly 
structed of the highest grade 
galvanized iron By skilled 
furnished all 


concerns 


pany, lesser 
farms. 


simply con- 


workmen, is 
placed on the 
work is 
installa- 


ready to be 
building, no frame 
ary and the 
tion is a very simple matter. 

The ventilator 
will kee barn 


necess 


“Globe” 
p your sweet, 
and агу, 
m cs all odors, 
and 


make 


as it 
moisture 
vitiated  air—it 


clean, re- 
will 
animal yield a 
better profit hay 


every 


cure 


quickly—and prevent spon- 


Adds to the Appearance of 
Barn. 


taneous combustion. It 
In the “Globe” 
you have a recognized standard which has 

thirty of proven efficiency. 
Full information will be sent upon request 
Ventilator Company, Troy, N. Y., also small model 
of ventilator fret 


ventilator 

a. 
)JACK 
years 
1 the { 


strating operation of charge wl 
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¬ There is nothing complicated about 
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WEATHERSTRIP 


Old, shrunken, warped and out-of-square openings 
of every kind made dust and draft-proof 
EASIER TO INSTALL. This pattern is used 

more than all others combined 

EASIER TO SELL. This kind made metal 
weatherstripping a business 

ASK ANY ARCHITECT. Noiseless, easy-run- 
ning, non-rattling sash; better than storm sash 
absolutely permanent; sash instantly removable 
for repairs; coal saving pays the cost; solid com- 
fort with a smaller heating plant 

|| ARE YOU THE MAN? We guarantee a money- 
making business for a live carpenter or builder 
who will follow our selling plan 


Answer Quick to Make Biggest Prefits this Winter. 


Manca Wee Go. 


226 West Madison St., Chicago, 111. 


pacc nur 


BUILDERS — CONTRACTORS 
CARPENTERS —WEATHERSTRIP MEN 


are making handsome profits installing weatherstrips the 


DURAMETAL WAY. 


* Our unique advertising campaign, handled for 
you locally secures orders for you direct from 
parties in vour territory, interested in we: ather T- 
striping—No tedious wasteful soliciting necessary- 
Our simple instruction book covers everything on 
installation to make you expert. 


* Youbuy direct from us at manufacturer's prices— 
make a profit on the strip, and good money on the 
installation besides. Durametal is simple to in- 
stall and makes window slide easy. Our door 
bottom with all brass threshold is a beauty and 
mechanically perfect. 


DURABLE 


ARTISTIC 


Possesses great tensile strength, and is not affected by 
H matic conditions. Is fire-proof, damp-proof. and crack- Ё 
а proof. Needs no paint. Presents a distinctive, pleasing & 
ppearance. §We also manufacture San - A - Bestos 
mposition flooring at a low cost— > } 
e equal of tile, 
1 tercazzo, cr marble. 
1 


€T Some good territories open for active men. You 
can be busy every day this fall and winter if you 
secure this agency. Write now for samples and 
our proposition 


** How to Make Money Installing Weatherstrips 


9 


| Write today for 
i information on 
J San- A- Bestos 


o ے‎ ——— А 
ED o> 0G 8 GS 6 GOO TE 


| | пау R. Muller 2 10 East Austin Ave. CHICAGO 
| Co, - Waukegan, Ill. #2% 
Н ; ہہ کے‎ cC 3 حے‎ О <<» 


DIAMOND 


METAL. 


WEATHER-ST RIP 


FOR DQORSA^nNoWINDOWS 
HAS EXCLUSIVE FEATURES OF IT'S OWN —— 
LARGEST MOST COMPLETE LINE IN U.S.A, 


И REDUCES FUEL BILLS207*40* 
1916 May Be a Record. || ШЗ ДДД! E 


: SEND FOR OUR NEW BOOKLET 
Breaking Year for New EZ 


Buildings. How About Yours? DIAMOND )positive | PROOF 
PEROT ER EE WAY FROM 
you are a Builder, anxious to make the most of 


opportunity, will уоп use KAWNEER STORE PR ACTIC AL | PARTICULAR PEOPLE 


ONTS? 


X un M. he x will you recommend and use WEATHER'STRIPPING IT WILL INTEREST YOU 


Either of you desires to erect buildings that will add OUR 365 AGENCIES IN| IN Ti S. Амо CANADA 


^ as reputation. KAWNEER STORE FRONTS ARE READY TO SERVE YOU AT A MOMENTSNOTICE 
у it! 
carte store building in which you are interested next CAN BE PUT IN OLD OR NEW BUILDINGS 
ee ee рсы. WE WANT 1000 MORE AGENTS. 
TUSELU AND INSTALL OUR WEATHER STRIP 


Write for Information. Address Dept. S 
KAWNEER MFG. CO. SHA LEAST ORS TATE ENES 


EXCLUSIVE MAKERS 


ae Н DA MONDTAL WEATHER STRIPS 
Ka мпееў 2... | "ЧЕ DIAMOND-METALSTAMPING 


ЕЖ Mese cech COMPANY 
i bat Principal Cities || COLUMBUS. OHIO. U.S.A. 
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Parks Machine Has New Features 
ontractors and builders are cleaning up their con- 

n be planning on equipping their 

The increasing demand 


The 


tracts for 1915 and will so: 


shops for the new year’s business. 


nation machines has proved their usefulness to the 


Parks 


contractor and the Ball Bearing Machine Com- 


Different Tools are Available on 


Company’s New Combination. 


Many 


pany, Fergus Street and C. H. & D. Ry., Cincinnati, Ohio, 
have a new combination which meets the requirements of the 
carpenter who wants a complete equipment at a reasonable 
new machine that 


price. There are some features on the 

will not be found on any other combination machine, for 
instance, the upright hollow chisel mortiser, swing cut-off 
saw and double tenoner. The power required to operate this 


machine is about five horsepower and can be furnished 
with either gasoline engine or electric motor, which can 
be mounted on the base with the machine and the whole 
outht taken out on the job, if desired. A great many other 


WE HAVE WHAT 


SLATE vov want 


In Roofing Slate. Slate Blackboards 


Structural and Plumbers’ Slate 


BATISFACTION GUARANTEED IN QUALITY AND PRICE 
ASK FOR DELIVERED PRICES 


J. К. HOWER, Station. C. Danielsville, Pa. 


R. J. KICHLINE, Sales Agent 
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Park’s Ball Bearing Machine 


ROOF SLATES 


STRUCTURAL SLATE BLACKBOARDS 
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se 
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improved machines are shown in the new catalog 
manufacturers which will be sent to any of our reader 


request. 
T 


The Story of the Underfeed 


Michael Faraday, the great scientist, explained the ‘ " 
feed principle" in a few sentences during his lecture, “( ч 
ical History of a Candle" (delivered before the Royal Insti- 
tution) : 


"You know that a candle, if turned le 
down, so as to allow the fuel to run upon the 
wick, will be put out. The reason is, that the 
flame has not had time to make the fuel hot 
enough to burn, as it does above, where it Ir- 


ried in small quantities to the wick and has al 
the effect of the heat exercised upon it. 

“Look at the soots that fly off from 
the flame—see what an imperfect combust it 
is, because it cannot get enough air. 

. . . “You remember that when a dle 
burns badly it produces smoke; but if it is 
burning well there is no smoke. And you knou 
that the brightness of the candle is dwe to this 
smoke, which becomes ignited. Here is an ex- 
periment to prove this: So long as the smoke 
remains in the flame of the candle and becomes 
ignited, it gives a beautiful light, and never ap- 
pears to us in the form of black particles.’ 

Following this correct principle, the Willian 
Heater Company (formerly Peck-Wiliamson 
Company), Cincinnati, has evolved Williamsor 
“New-Feed Underfeed” furnaces and boilers 
That the “Underfeed” is practical and efficient 
beyond a doubt is shown by the fact that there 


An Ounce of Prevention 


SNOW GUARDS 


prevent snow sliding off the roof, 
tearing away and damaging gu 


— — A. ters and injuring passers-by 

They are easily and quickly ap- 

lied — low in cost 

"hbeyaredamage-sult 

insurance. For old or new roofs. FREE SAMPLES 
together with various styles and prices on request. 


CLASON METAL WORKS E st 


“Clason” Guard 
for New Roofs 
Providence, В. 1. 


Cover your buildings with Montross Metal Shingles and 
save yourself time, money, worry. Economical in pric 
and easily laid. Our booklet, “The Best Roof Under 
The Sun" will make you a roofing expert. Free on Request 
AGENTS—MAHE MONEY 
On our profit sharing inducement to all reliable live wire dealers 
Write for information, how our agents are growing rich handling 
Montross Metal Shingles. Big demand. This is your chance. Don 
overlook it. Testimonial letters and affidavits cheerfully given 


MONTROSS METAL ROOFING CO., 102 Erie St, CAMDEN, N. J 


ANG 


GOTHIC TILE 


ROOFING SLATE SINCE 1869 


Miners, Makers and Shippers of all Styles and Colors 
of Roofing Slate. Write for Prices. 


RISING & NELSON SLATE СО. 
Main Office: West Pawlet, Vt. 


Branch Offices : 
1140 Singer Bldg.. New York City. 4 Post Office 8q., Boston, Mase 
Office and Yard, 2554 W. Harrison St., Chicago, Ill. 


IA E. J. JOHNSON 


38 Park Row New York 


Quarry Operator 


BLACK, GREEN, PURPLE, REO 


Booklet, Samples andPrices on Арр!їстї! өп 


UNFADING 


ROOFING SLATE 
and Slate Blackboards 


3 Best to be had and made in 
Я ; Slatington — Buy from us 


| Slatington-Bangor Slate Syndicate, Inc. 


Slatington, Penna. 


с —— 
IA ma 


THE ROCK OF AGES CLEFT FOR YOU 


THE ROOF FOR AGES ALWAYS NE 


EKCONOMICAL — ARTISTIC — FIREPROOF 


Outlast the building. First cost, only cost. The only roof you can afford 
to consider for a permanent investment. Artificial substitutes bring endless 
expense for upkeep. Post a postal and get posted 


F.C. SHELDON SLATE CO., Granville, N. Y. 


т YOU'RE MISSING A BET, 
MR. CARPENTER 
IF YOU ARE PASSING UP THE 


METAL SHELTER (AME 


IT’S THE BEST BET YET 


The METAL SHELTER Agency gets you more 
isiness, more customers, more work for your men, more 
ney for you, better and quicker results, and—get this— 


A REAL BUSINESS OF YOUR OWN 


Don't wait. Get the agency for Metal Shelter Gar- 
es, Cottages, Bungalows, Stores, etc., before the other 
{low beats you to it. You can sell 'em, and it's a cinch 
set 'em up—a building a day. THINK! Investigation 
за you nothing. Write right now. 


letal Shelter Co., Inc. 
m™Whitehall Bldg. -:- New York Cit 
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ROOFINGISUATE 


Free Samples 


of the famous G F T Slate- 

Roofing will be sent on request 
to all Carpenters and Builders for 
comparison on Quality, Appear- 
ance and Prices. 

G F T Roofng-Slate stands alone in 
a combination of Durability and 
Beauty at a most reasonable cost. 
Write for Free Samples today. 


Slatington Slate Co.™ 
Slatington, Pa. 


The Walter's and Cooper's 
Zinc Coated Metal Shingle 


is coated or plated after stamping, so that every last 
ssible spot where deterioration could start has a rich, 
eavy, zinc coating. The result is: Walter's and 
Cooper's Interlocking Metal Shingles are practically in- 
destructible under all climatic and weather conditions. 
Roofs covered thirty years ago are as 
good now as when first put on and have 
never caused a cent's worth of expense 
in renewals or repairs in all that time. 
Roofing contractors make a very hand- 
some profit handling these shingles. 
Ask for particulars. 


National Sheet Metal Roofing Co. 


339-345 Grand St., Jersey City, N. J. 


* Business 
comes to 
him who 
knows his 
Business” 


It is no mere 
coincidence 
that the most 
prosperous roofers and 
contractors in this 
country are also the 
most enthusiastic ad- 


vocates of Genuine 

9 Bangor Slate — not 

only of the quality, but also of our 
business methods. 


Let us show you how to increase your profit through our 
Trade Help Department. Send the attached coupon 
today. 


Genuine Bangor Slate Co. 
Quarries: Bangor, Pa. EASTON, PA. 


GENUINE BANGOR SLATE CO., Easton, Pa. December,1915 


Please send information. 
Signed 
Address 
City 


Belmore’ Lavatory 
Plate No. 145-FA 


Viceroy” Bath, Plate No. V-12-A 


( Patent applied for) 
The KOHLER trade-mark appears on every piece of KOHLER enam- 


led plumbing ware It is incorporated in faint blue in the enamel, at 
the points indicated by the arrow 


Easy-cleansing enameled 
plumbing ware that is 
permanently trade- marked 


The permanent trade-mark incorpo- 
rated in the enamel of every KOHLER 
product is our guarantee of quality. 


It protects both the builder and his 
customer. The KOHLER trade-mark 
is a symbol of excellence in enameled 
bathtubs, lavatories and sinks, and 
prevents substitution of inferior ware. 


KOHLER 


enameled plumbing ware 
is notable because of 
these special features 


The permanent trade-mark incorporated in 
the enamel 
One-piece construction Easily installed 
One quality—the highest 
Easy-cleansing enamel, always pure white 
Modern, hygienic designs 


Ihe “‘Viceroy’’ built-in bathtub, specially low 
priced due to manufacturing economies, adds dis- 
tinction to the modest home, and 15 suitable for 
the most luxurious house or apartment. 


It can be installed either with tiling or with cement 
floor and adamant plaster. ‘The light construction 
makes extra heavy supporting beams unnecessary. 
Write for our descriptive ““Viceroy’’ circular. 


en RS “Its in the Kohler Enamel” BRANCHES 
: Boston 

: He marked New York 
‘namele 

wm KOHLER СО. ria 


Lavatories 


and Sinks. Founded 1873 San Francisco 


Kohler. Wis. U.S.A. London 
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are over 35,000 enthusiastic users everywhere, who 
been guaranteed by their dealers that they would cut 
bills one-half to two-thirds with the “Underfeed.” The 
liamson Company, a million dollar corporation, backs 
dealer in this consumer guarantee, so it Mer а 
is not strange that Williamsons are so 
popular. 


Users say that not only the guaranteed 
coal-saving feature of the "Underfeed" 
appeals to them, but that the "Under- 
feed" way means no clinkers, smoke, 
soot, or dust. In operation, the William- 
son is said to be "almost effortless"; a 
small boy can fill it with a few down 
strokes of a handy lever that can be 

3 * j The Newfeed 
reached without stooping. And when Underfeed. 
the fuel is "pumped up" from below, it is ready to be burne 
from above, so that the live hot coals are always on top, 
turning all smoke and gas into clean, usable heat. Cheap 
grades of coal are just as effective as the expensive kinds, 
and this is the secret of the “Underfeed’s” real economy 
For complete details and exceptional quotations, the reader 
would do well to address the Williamson Heater Company, 
447 Fifth Avenue, Cincinnati, Ohio. 


T 


Fire, Water and Load Tests on Pressed 
Steel Construction 


A booklet has been recently issued by the Berger Manu- 
facturing Company, Canton, Ohio, describing three tests that 
were made on their metal lumber construction. This bulletir 
contains much information of general nature and shows clear- 
ly the trying ordeal that this method of construction was put 
thru successfully to test it. 


One of the tests that is described is unofficial and the 
two are official. The tests were made so that the material 
would be subjected to a treatment such as it would get during 
the worst possible fire. The average fire would not cause 
nearly so high temperatures as were secured; and the íact 
that this material came thru this test of both fire and water 
and then was subjected to a heavy load and still did not íail 
was a proof it is almost perfectly fireproof. 

Copies of this bulletin can be obtained from the Berger 
Manufacturing Company, either at Canton or at their nearest 
branch office as given in their advertisement in another part 


of this issue. Ask them for Bulletin L. A. Р. 


efe 


The Eureka Batch Mixer 


l'or many years the Eureka Machine Company wer: 
gaged in manufacturing high grade continuous mixers. It 1% 
only within the last year that they have come out wit 


batch mixer. This is called the 5-6 Eureka batch mixer 
One of the features of this machine is the constructio 
the rollers. These are keved to the shaft and turn in | 
bearings on the main frame. Because of the doubli 
shape of the mixer, large rollers can be used which the 1 


sav cuts down the friction to a large degree. 

rhe charging is taken care of by a power loader 
The batch hopper is separated 
the mixer a slide so that a full batch can be pla 


the charging hopper while the drum is mixing. Tl 


hopper can also be had 


loader is also arranged to handle one complete charg« 
mixer. 

The Eureka Machine Company, 103 Handy Street, | 
Mich., will be pleased to send a circular to our rea 
scribing the mixer in detail and will furnish all the 1 
tion required 


inter Profit! 
RE YOU GETTING YOU SHARE? 


“T made $500.00 last year out of 


p" 


Contractor says: 
business.” 


You can do as well. 

Sell DAVIS light plants for country homes 
Used all over the worid for fifteen years. 
We help you sell. 


NO INVESTMENT ASKED 


propositi n does not ask you to risk your money on our goods. 
s our business to help you sell and we do. 
for full description of plan. 


Davis Acetylene Company 
90 Prospect St., Elkhart, Ind. 


Lighting Systems 
that are Safe, Simple, Reliable 
and Efficient 


Illinois and Monmouth Pit Generators 


represent the pinnacle of Perfection in 
Lighting Systems. Their convenience 
and fine lighting facilities are appreciated 
by every rural resident. They are very 


easy to sell and yield you a handsome profit. 


$: We give Carpenters and Builders special Prices 

© and Discounts and help them close sales by 
sending all prospects, handsome booklets and 
literature showing the desirability of our 
Generators. 


Simply send us the names of persons who might 
be interested; we'll work together and you act 
as our direct agent installing and selling them. 
In the meantime learn more about Illinois and 
Monmouth Generators by reading over our 
Catalogue and Proposition—W rite 


Monmouth Acetylene-Electric Manufacturing Co. 
Dept. AB. MONMOUTH, ILL. 


тне LLIN 
Pe reto 


| Lighting and 
Cooking for Country Homes 


SUNLIGHT GAS MACHINES 


Are the oldest reliable acetylene genera- 
tors in the world. No clock work. No 
complicated parts Perfectly auto- 
matic. Guaranteed. 

All leading contractors recommend 
SUNLIGHT machines. It pays to do 
so. Why not make from $1,000 to $5,000 
a year in deals you can close if you try? 
Others do. why not you? We will help 
you. Write Dept. K. 


THE SUNLIGHT GAS MACHINE CO. 


52 Vanderbilt Ave. New York City 
Opposite Grand Central Depot 


= Globe “Fencing: 


AMERICAN CARPENTER 


es attractive appearing yards and offers attractive В 
fits to the builder who recommends it. E 
ha.e constructions suitable for backyard, front and divi- il 
fencing E 
to erect and easy to sell Every Globe fence you erect 
recommendation in itself for other orders T 
e for our catalog and discounts to builders : 
ni L 
GLOBE F ENCE COMPANY Ё 
i 


| 22nd Street " 


North Chicago, lll. 
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You simply Push- 


mg 


- No Large Battery 


the button - 


No Engineer 


The Bruston Automatic Electric Light 
plant, for country homes, churches, hotels, 
small towns, ete., is absolutely automatic. 


less than rates 
Over a 


Generates current from 50% to 75% 
usually charged by lighting corporations 
thousand in successful operation. 


We have a special proposition for Carpenters and Builders in 
small towns and country districts to install and sell the 
Bruston Plants at a good profit. 


Write to us now for catalog 
and further particulars 


Starts 
and 
Stops 
Itself 


Bruston Automatic 
Electric Lighting Р 
& Power ل‎ 


Company, Inc. 


126 Liberty Street 
NEW YORK CITY 


MATERIAL 


Contractor 


building Fire- 
places should 
know the ad- 
vantages of this 
Dome Damper 


The rod extends out under the brick or tile so there is no inter- 
ference after the Damper is first set. Wide flanges allow giving 
sides of Fireplace any angle desired. Cover will not slip out of 
position. Castings are extra strong. Made with or without 
angle for carrying brick. 

Catalogue No. 1550 shows them in detail 


Other Goods We Make 


Cleanout Doors, Ash Trap Doors, Cast Chimney Thimbles, e 
Brass Thresholds, Andirons, Fire Baskets, Fire Sets. Fire e 
Screens, Spark Guards, Gas Logs, Door Knockers, Sink e 
Brackets, Screen Door Hinges, Double Acting Hinges, Р, 
Cast Iron Sash Pulleys, Furnace Pulleys, Stove Pipe е 
Registers, Dampers, Damper Clips, Saw Vises, e 
Door Latches, Foot Scrapers, Chest Handles. P d di 
Flush Rings, Harness Hooks, House Numbers, A $ 
Door Pulls, Samson Wind Mills, Feed 
Mills, Alfalfa and Ensilage Cutters, Gas- S 
oline Engines. S 
& 


Stover Mfg. Co. 2v 


ө S 
SS av oF 
725 East Street 
Freeport, 


EN. 
У 
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The Stern Floor Scraper 
The Stern Floor Scraper was designed by a practical car- 
enter, who, after trying all the different scrapers on the 
rket, decided that he could improve on them all, and at 
same time put up a machine that could be sold at a price 
within the reach of every contractor's bank 
account. The Stern Scraper is the final solu- 

tion to his problem 

Notice the following points on this scraper: 
Ist. Turn the small wheel at the top of the 
handle; this loosens a brake on 
the quadrant that allows the ad- 
justment of the handle to any 
height desired. Another turn and 
the handle is absolutely rigid in 

the position needed. 
2nd. Place an 
rdinary screw 
driver in the slot 
in the center of 
the quadrant, and 
by a twist of the 
wrist vou can se- 
cure an  adjust- 
ment of the blade 
holder to the thou- 


rhe Convenient Size and Arrangement of candth part of an 
the Stern Floor Scraper. 


inch. 
The blade can be instantly removed or replaced by 
ely turning the hand wheel on the blade holder. No bolts 
ts to contend with; just a twist of the wrist and the 
de is adjusted exactly as is needed. 
4t [his scraper does not require any special shape or 
ize of blade; any size up to 314 by 7 inches will fit the 


are all that is needed to put up the 


WILLIS SKYLIGHTS 


And combined with simplicity is durability. Only the 

best sheet metal is used; and every Skylight is guaran- 

teed not to sag, buckle or spread. It takes a few hours 
rect a Willis, and it lasts for vears 


ur Catalogue includes everything you need in sheet 
metal—ventilators, erestings, store fronts, roofings, ete. 
Write for it. 


Willis Manufacturing Company 
GALESBURG, ILL. 


A Man, a Hammer and a Screwdriver 
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holder. These can be secured from any hardware stor 
5th. The hand holds on each end of the scraper mal 
easy for two men to move it from place to place. 

6th. Place the handle in an upright position; you 
then scrape the floors of narrow rooms and halls that 
not be worked in the usual way. 

7th. Two weights of twenty pounds each can be rem 
and replaced quickly, according to the class of floor 
desire to finish. The complete scraper weighs 125 pou 
crated, about 150 pounds. 

With a little practice a workman can finish a floor in а 
third to one-fifth the time that it takes by hand, and at the 
same time do as high grade work. 

Address the Stern Mfg. Co., Lancaster, Pa., for full - 


ticulars. 
+ 
Biggest September Business 


To celebrate a record-breaking September business, about 
thirty members of the Detroit Steel Products Compa 
Detroit, Mich., were the guests of General Manager J. G 
Rumnay at a banquet given Tuesday, October 19th, at the 
Detroit Athletic Club. 

The September output of the company, including both 
Fenestra solid steel windows and also Detroit self-lubricated 
springs was the biggest in the history of the company. And 
from present indications the remaining months of 1915 are 
going to be no exception to the rule. The September record 
was a combination of a series of record-breaking montl 
throughout the year. 

At the banquet, speeches were made by Mr. Walter S. 
Russel, president of the Russel Wheel & Foundry Company 
of Detroit, and by Mr. R. S. Drummond, vice-president of t 
Detroit Steel Products Company. 


Good Money for Builders 
JAMES Ventilators 


The better looking your barn jobs are, the better advertiseme! 
they are for you in the localities where you build then 

the more money you make. 

JAMES Ventilators mean better looking barns, pleased owne 
They give you a strong selling point in favor of your servi 
The JAMES system of barn ventilation is vitally importa? 
It create anitary conditions in the barn—healthy cow 
creased milk yield, bigger profits. 

JAMES Ventilators have the right principle: they pull foul a 
out of the barn and force fresh air in. They are handsome and 
add much to the attractive appearance of the building. 

Learn about JAMES Ventilators—also about JAMES Blue-Print 
and Barn Building Service—and be sure to write for the f: 
book, ''Building the Dairy Barn.’’ Give names and address 
of people in your vicinity who expect to build or remodel b 
when, and for how many cows, and book will be sent at о 


JAMES MFG. CO. 


D. M. 75 Cane St. 
Fort Atkinson, Wis. 


Write for Free Copy 


“Building the à 
Dairy Barn" 


AND BUILDER 


THE 
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The VENTILATOR that VENTILATES with 
the least cost and the greatest efficiency. 


“GLOBE” 


the silent, trouble and storm-proof Ventilator 
that has proven practical upon the largest man- 
ufacturing plants, dairies, and buildings of 
every character. 
If you are interested in any problem of proper 
building ventilation, consult us. We offer our 
co-operation—an experience gained in 35 years 
of service. 
Give us your building problem and we will sug- 
gest vour requirements for proper ventilation. 
Write now for catalog and prices for your 
future use. 


Address Department F, 


GLOBE VENTILATOR Со 


TROY, N.Y. 


. |" Increase Your Profits 


You can easily make more profit on every 
barn you build by seeing that it is equipped 


"" ©. К: CUPOLAS 


They are the easiest to erect—are 
shipped ready to install. Absolutely 
Bird, Storm and Rust proof. О. К. 
Cupolas sell themselves 

Special prices to Contractors and 
Builders where we are not repre- 
sented. 


Get these additional profits. Let us 
show you the way. Full information 
sent FREE. Write today. 


Phillip Bernard Co. 
2400 Flovd Avenue 
Sioux City, lowa 


Monitor Cupolas 


Should be on every barn you build. 
They come all put together. No 
frame to build under roof. Can 
be erected in five minutes. Ab- 
solutely Bird and Storm proof. 
We sell direct to contractors 
where we are not represented 
by dealers. Write for our special 
proposition to contractors and our 
complete catalog of Ventilato 
Cupolas, Skylighte and Sheet me 
Specialties. 


B. Е. Lichty & Sons Co. 


Sta. А, WATERLOO, IOWA 
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Manufacturers' representative wanted in the 
cities of Buffalo, Cincinnati, New York, Pitts- 
burgh, Indianapolis, Toledo, Newark, Jersey 
City, Detroit, Minneapolis, St. Louis and 
Rochester. The proposition is a superior gas 
range. Representative to secure quantity 
orders from builders and contractors. Actual 
experience as a salesman in this line not neces- 
sary, but acquaintance with building and con- 
tracting trade an advantage. Commission basis, 
insuring good income to able man. Address 


Range, Box 827, American Carpenter and 
Builder, Chicago. 


Northfield Aerdomes 
Make Builders Profits 


Satisfy your customers and make a profit with 
the best ventilating cupola made. lnsures pure 
airin any building Neat in appearance, strong 
and substantial. Made of heavy galvanized steel 
throughout. Rust-proof. Rot-proof. Rain, snow 
and wind-proof. 


Shipped ready to bolt to the roof. Easily and 
quickly erected —no suppo: ting frame needed 
Buy this Cupola direct frcm us and 
У 5. pocket dealer’s profits. Cat- 
alog and full information 


\ free 
Write today 


Northfield Iron Co. 


2 Water St., 
Northfield : Mino. 


Put’Em cn. Ai ден Barns— 


GALE VENTILATORS 


SUCK OUT ALL FOUL AIR 


a a -—— 


Every building should be well ventilated— 
especially barns. Gale Ventilators guarantee 
Ventilation. 


Made of heavy galvanized iron, strongly built 
Screened inside to keep out birds. Any man can 
put it on, simply nail fast. Put Gale Ventilators 
on all your Barns, Chicken Houses, Creameries. 
etc. They’ll last and always give satisfaction, 


Our Catalog Describes Our Complete Line—Write for it Today 


Galesburg Sheet Metal Works 


GALESBURG, ILLINOIS 
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*Brilliant'" Kerosene or Gasoline Lamps 


It should be of great interest to our readers to know more 


1 * 


about the "Brilliant" kerosene incandescent gas system and 
stand lamps that generate their own gas from common 
kerosene oil. They burn as steady and bright as sunlight 
and almost as cheap. One gallon of kerosene will last 25 
to 40 hours, giving 300 to 600 candlepower light. 

The manufacturers have spent months and months test- 


ing and experimenting to produce lamps that would suc- 


essfully make gas from common kerosene. They announce 
that they have the combination that produces the result: 
and can guarantee it. The lamps will not only burn kero- 
sene, but will burn gasoline as well; or both mixed; or 
kerosene one day and gasoline the next. 

Ther« nothing complicated about them. A new system 
an be installed by anyone, or these lamps can be connected 


with any hollow-wire system to take the place of old lamps 
that are not satisfactory, thus utilizing their old systems and 
making them better than new at a very small expense. 


Address the Brilliant Gas Lamp Company, 1009 B. S 
Wabash Avenue, Chicago. 
+ 
Money Making Opportunity 
This is an age of great inventions, but no invention of 


has more attractive features for agents 
than automatic The manufacturers 
claim that this labor-saving invention is taking the coun- 
try by storm; that over one million have been sold; and 
that millions are waiting to buy. Its sale offers big oppor- 
tunity to agents. Those who are “in the know” say fortu- 
d are those who have or will get their county 
contract, as it is an opportunity for the 


or spare time productive of big 


modern times 


Grab’s shoe cleaner. 


nate indet 


inder exclusive 


agent to make his entire 


ING CONSTRUCTION is a com- 
plete manual of Building Practice, as 
applied to carpentry, construction and 
the use of millwork. It is a remark- 
able collection of full-page plates, ае- 


eurately drawn and reproduced. to 
exact scale, showing clearly every de- 
tuilof modern building construction 


ind finish. These plates make plain 
the framing and construction of residences 
of every type frame houses, brick houses, 
briek-veneer houses stucco” or cement- 


plaster houses, cement block houses, etc. 


——— - 
T < 


200 Pages of Live Information 

200 pages of illustrations, with thou- 
sands of details, including a section 
showing home furniture making. 


Every part of a building is shown 
in Radford’s DETAILS OF BUILD- 
ING CONSTRUCTION. All dimen- 
1 angles, curves, measurements 

і joints are made so plain and are so well 

{ that the "man on the job" will 
hia no trouble or difficulty in doing the 
It has all been figured out by men 

t ive made a lifelong study and success 

olt iitecture and building. 


wre 


This book and a year’s subscrip- 
tion to the American Carpenter 
and Builder for only $2.00, the reg- 
ular price of the magazine alone. 


WHEN 
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Up-to-Date Ideas for Up-to-Date Builders 


GENERAL SUMMARY OF CONTENTS 
Radford’s DETAILS OF BUILD- y 
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earnings. It supplies an enormous demand—solves a gri 

home problem in which nine out of ten families ar 
vitally interested. Practically every home offers a prospect 

customer for the sale of one or more. 

Dirty shoes with the 
load of dirt, mud or sno 
have been the bane of 
every woman’s life. “Wi, 
your shoes before ente: 
ing this house,” has be 
everybody's wish, but 1 
body's privilege. Do 
mats and crude ste 
scrapers fail in this mis- 
sion because they are not 
scientific. They clean the 
sole, but not the shoe; the 
bottom, but not the sides 
Grab’s automatic shoe cleaner deals with this, an old problem 
in an entirely new and better way. This ingenious device, 
weighing less than four pounds, actually cleans the entire 
shoe in one simple operation. It cleans the sole—the sides— 
the front—the heel. Mud, dirt, dust, snow is removed in a 


Grab's Shoe Cleaner. 


jiffy. 

In the home guarded by one 
there is less dirt to contend with, less work to do, less 
drudgery to suffer, less shoes to buy. 

The manufacturers want representatives in all parts of 
the country to assist them in supplying the wide demand 
already created. By all means investigate this proposition 
today by addressing the Security Manufacturing Compan 
Department 208, Toledo, Ohio, and receive their free cata- 
log, with reports of wonderful money-making result 
achieved by others. 


or more Grab’s scrapers 


PART I. 


Details of Construction 
and Finish 
38 Full Page Plates, showing com- 


plete details of interior trim, with 
special “built in" features for every 
room and part of a modern residence. 


PART II. Details of Frame aad 
Masonry Construction 
44 Full Page Plates, presenting а 


graded series of 197 figures detailing 
completely every point in frame, brick 
and stone construction. | 


РАКТ Ш. 


Details of Miscellaneous 

Building 

57 Full Page Plates— A veritable Treas- 
ure House of practical and reliable infor- 
mation for carpenters and builders—cs- 
pecially those working in t € country 
working drawings and details which solve 
completely every building problem. 


PART IV. “The Handy Man's 
Friend "—How to Make a Thou- 
sand and One Useful Things 


61 Pages, packed full of practical helps for 
doing all the various pieces of work that 
the carpenter and the "handy-man-about- 
the-house" is called upon to do Detail 
and working drawings with brief explan- 
atory text. 


THE AMERICAN CARPENTER AND BUILDER 


